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Sir:  I have  the  honor  to  transmit  herewith  a general  report  of  13 
experiments  on  the  metaliolism  of  matter  and  energy  in  the  human 
body,  by  IV.  O.  Atwater,  special  agent  in  charge  of  nutrition  investi- 
gations, and  F.  G.  Benedict,  expert  in  these  investigations,  with  the 
coopei-ation  of  A.  P.  Bryant,  A.  W.  Smith,  and  J.  F.  Snell.  Valuable 
aid  was  also  rendered  by  Messrs.  P.  B.  Hawk,  H.  M.  Burr,  E.  Oster- 
berg,  and  others.  In  addition  to  the  details  of  these  13  experiments 
on  the  general  subject  of  the  metabolism  of  matter  and  energy  a con- 
siderable number  of  general  deductions  are  drawn  from  the  experi- 
ments as  a whole. 

These  experiments  form  part  of  a series  which  is  in  progress  at  Mid- 
dletown, Conn.,  in  cooperation  with  the  Storrs  Agricultural  Experi- 
ment Station  and  Wesleyan  University.  They  were  made  with  the 
Atwater-Rosa  respiration  calorimeter.  The  apparatus  and  the  earlier 
experiments  have  been  described  in  previous  bulletins  of  this  Office 
(Nos.  44,  63,  and  69).  Such  experiments  as  those  reported  have  for 
their  ultimate  object  the  study  of  the  fundamental  laws  of  nutrition. 
The  results  obtained  are  of  such  a nature  as  to  warrant  the  conclusion 
that  the  respiration  calorimeter  is  a satisfactory  instrument  of  preci- 
sion. The  experiments  here  described,  like  those  previousl}^  reported, 
yield  important  data  regarding  the  transformation  and  the  conserva- 
tion of  energy  in  the  body,  the  demands  of  the  body  for  nutriment, 
the  effects  of  muscular  work  upon  that  demand,  and  the  nutritive  values 
of  different  nutrients  and  different  foods. 

Tlie  report  is  submitted  with  the  recommendation  that  it  be  published 
as  Bulletin  No.  109  of  this  Office. 

Respectfully,  A.  C.  True, 

Director. 


Hon.  James  Wilson, 

ileai'etary  of'  Agr'Hodtnre. 
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ATTEK  AND 
HUMAN  BODY. 


INTKODTICTION. 

The  present  report  gives  the  details  of  13  experiments  upon  the 
metabolism  of  matter  and  energy  in  the  human  bod}'',  made  at  Middle- 
town,  Conn.,  under  the  auspices  of  the  U.  S.  Department  of  Agricul- 
ture, in  cooperation  with  the  Storrs  Experiment  Station  and  Wesleyan 
University.  These  experiments,  which  are  in  continuation  of  those 
reported  in  earlier  bulletins  of  this  series, were  carried  on  during  the 
years  1S98  to  1900,  with  the  same  respiration  calorimeter  and  by  the 
same  methods.  In  addition  to  the  experiments  reported  in  the  present 
bulletin,  11  other  experiments,  which  for  convenience  of  reference 
have  been  numbered  consecutively  with  these,  were  made  with  the 
same  apparatus  at  Wesleyan  University,  during  the  same  years,  in 
connection  with  an  independent  investigation,  and  are  reported 
elsewhere.® 

aUESTIONS  STUDIED. 

As  has  already  been  explained,  the  ultimate  purpose  of  experiments 
with  men  in  the  respiration  calorimeter  is  the  study  of  some  of  the 
fundamental  laws  of  nutrition,  and  the  whole  inquiry  is  based  upon 
the  principle  that  the  chemical  and  physical  changes  which  take  place 
within  the  body,  and  to  which  the  general  term  “metabolism”  is  ap-  s 
plied,  occur  in  obedience  to  the  laws  of  the  conservation  of  matter  and 
of  energy. 

No  one  doubts  that  the  law  of  the  conservation  of  matter  governs 
its  metabolism  in  the  living  organism,  and  it  is  generally  believed  that 
the  law  of  the  conservation  of  energy  likewise  applies  to  the  metab- 
olism of  energy.  Quantitative  determinations  of  the  applications  of 
this  law  are,  however,  desirable. 

“U.  S.  Dept.  Agr.,  Oltice  of  Experiment  Stations  Buis.  44,  63,  and  69. 

” U.  S.  Dept.  Agr.,  Oflice  of  Experiment  Stations  Buis.  44  and  63.  See  also  Conn. 
(Storrs)  Sta.  Rpt.  1897,  p.  212,  and  Physical  Review,  9 (1899),  pp.  130-163,  214-251. 

'Memoirs  of  the  National  Academy  of  Sciences,  Vol.  VIII,  Sixth  Memoir,  1902. 
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The  main  subjects  proposed  for  study  have  been  the  following: 

(1)  The  application  of  the  law  of  the  conservation  of  energy  in  the 
body.  An  experimental  demonstration  of  the  action  of  this  law  was 
the  first  object  sought.  The  fundamental  principle  once  proven,  the 
apparatus  and  methods  can  be  utilized  for  the  study  of  some  of  the 
fundamental  problems  of  the  science  of  food  and  nutrition. 

(2)  The  quantities  of  nutrients  and  energy  metabolized  l\v  men  under 
difierent  conditions  of  rest  and  muscular  and  mental  exercise. 

(3)  The  amounts  of  nutrients  and  energy  required  for  internal  phys- 
iological work,  as  that  of  respiration,  circulation,  and  digestion. 

(4)  The  relation  between  external  muscular  work  and  the  nutrients 
and  energ}"  metabolized  in  its  performance.  This  general  problem 
includes  the  narrower  one  of  the  power  of  the  liody  as  a machine  to 
convert  the  potential  energy  of  its  food  and  of  its  previoush*  stored 
material  into  muscular  energy.  Viewed  from  one  standpoint  this 
latter  phase  of  the  subject  is  the  same  as  that  to  which  the  expression 
“the  animal  body  as  a prime  motor'’ is  frequently  applied.  From 
another  standpoint  it  includes  the  comparison  of  the  animal  body  with 
steam  engines  and  other  sources  of  power  in  respect  to  the  economy 
with  which  the  energy  of  fuel  is  utilized,  the  fuel  in  the  case  of  the 
animal  being  its  food,  while  in  the  case  of  the  ordinary  machine  it  is 
coal,  oil,  gas,  or  wood. 

(5)  The  transformations  of  nutrients  and  energy  in  mental  work. 

(6)  The  capacities  of  the  different  classes  of  nutrients  to  supplv  the 
bodv  with  material  and  energy,  the  proportions  in  which  they  ma}' 
replace  one  another  in  building  tissue  or  3'ielding  energ}-  as  heat  or  as 
muscular  work,  and  their  power  to  protect  one  another  and  the  mate- 
rials of  the  body  from  consumption. 

(7)  The  nutritive  values  of  food  materials  and  the  fitting  of  food  to 
the  needs  of  the  consumer. 

Of  the  above  problems  all  have  received  considerable  attention 
except  No.  5,  which  has  to  do  with  food  and  mental  work.  This  has 
as  yet  been  made  the  e.special  subject  of  only  one  experiment.  It  is 
hoped  that  the  study  of  this  problem  ma}"  also  be  entered  upon  in  the 
not  too  distant  future.  Besides  the  problems  thus  detailed  a number 
of  others  have  received  attention.  Among  these  are: 

(8)  The  digestion  and  assimilation  of  food  materials. 

(9)  The  quantities  of  carbon  dioxid,  water,  nitrogen,  and  other 
materials  excreted  by  the  body  as  well  as  the  energy  given  off  as  heat 
and  as  external  muscular  work  under  different  conditions  of  work  and 
rest,  together  with  the  rates  of  elimination  at  different  periods  of  the 
da}"^  and  night.  In  this  connection  the  respiratoiy  quotient  has  also 
been  considered. 

(10)  The  temperature  of  the  l)ody  and  its  variation  during  difierent 
periods  of  the  day  and  under  different  conditions  of  work,  rest,  and 
sleep. 


(11)  The  need  of  ventilation  in  so  far  as  tlie  comfort  of  the  person 
under  experiment  is  atfected  the  pi-oportions  of  carbon  dioxid, 
and  water  in  tlie  air  in  the  respiration  chamber. 

(1'2)  Finally,  a large  amount  of  time,  thought,  and*  labor  has  been 
devoted  to  the  elaboration  and  testing  of  the  apparatus  and  methods 
of  experimenting.  Five  years  were  thus  used  before  the  first  actual 
experiments  with  men  were  made,  and  more  or  less  attention  is  being 
constantly  given  to  the  same  .subject. 

GENERAL  PLAN  OE  THE  APPARATUS  AND  THE  EXPERIMENTS. 

The  description  of  the  apparatus  and  the  methods  of  manipulation 
of  the  experiments  have  been  given  with  sufficient  detail  in  the  former 
publications  already  referred  to.  It  is  sufficient  to  say  in  this  connec- 
tion that  the  essential  features  of  the  apparatus  are  a chamber  large 
enough  to  permit  a man  to  .stand  up  and  lie  down  at  full  length;  appli- 
ances for  measuring  and  analyzing  a ventilating  current  of  air;  arrange- 
ments for  passing  food  and  drink  into  the  chamber  and  removing  the 
solid  and  liquid  excreta,  all  of  which  were  carefullj'  weighed  and 
sampled  for  analvsis;  and  devices  for  determining  the  heat  given  off 
from  the  bod\'  of  the  man  in  the  chamber,  and,  in  work  experiments, 
for  determining  the  heat  equivalent  of  the  muscular  work  done. 
INIeasurements  were  made  of  income  and  outgo  of  both  matter  and 
energy  in  the  man’s  body  during  the  period  of  the  experiment.  The 
chemical  analyses  included  determinations  of  the  total  quantities  of 
the  nitrogen,  carbon,  hydrogen,  water,  and  mineral  matter  of  food, 
drink,  and  respiratory  and  excretory  products.  In  obtaining  the 
income  and  outgo  of  energy,  the  potential  energy  of  the  food  eaten 
and  of  the  solid  and  liquid  excreta  was  determined  by  means  of  the 
bomb  calorimeter,  and  the  kinetic  energy  given  off  b}"  the  subject 
was  measured  bv  the  respiration  calorimeter  and  accessoiy  apparatus. 

TEST  EXPERIMENTS. 

Before  the  respiration  calorimeter  can  be  used  in  such  experiment- 
ing,  its  accuracy,  both  as  a respiration  apparatus  and  as  a calorimeter, 
should  be  demonstrated.  Two  methods  have  been  adopted  for  testing 
its  accuracy;  first,  by  generating  known  amounts  of  heat  electrically, 
and,  second,  l)v  burning  known  amounts  of  pure  ethyl  alcohol  within  the 
respiration  chamber  and  measuring  the  heat  and  the  chemical  products 
of  combustion.  I he  mean  of  five  electrical  tests  of  the  apparatus, 
made  previous  to  the  experiments  Jiere  reported,  showed  a variation 
between  the  heat  actually  measured  and  that  generated  so  small  as 
to  be  far  within  the  limits  of  experimental  error.  The  mean  of  nine 
experiments,  in  which  known  amounts  of  ethyl  alcohol  were  burned 
within  the  chamber  of  the  calorimeter  and  the  carbon  dioxid,  water, 


10 


and  heat  given  off  syere  determined,  showed  variations  l)etween  the 
observed  and  the  theoretical  amounts  no  greater  than  are  ordinarily 
obtained  by  the  usual  analytical  methods  employed  in  the  laboratory. 
The  detailed  description  of  the  electrical  and  alcohol  test  experiments 
may  be  found  in  earlier  bulletins  of  this  series.*" 

Without  going  further  into  the  details  of  the  experiments  it  will 
suffice  to  say  that  they  were  conducted  in  the  same  way  as  the  similar 
test  experiments  previously  reported,  by  burning  within  the  calorim-  . 
eter  a known  amount  of  ethyl  alcohol  in  a specially  arranged  lamp 
and  determining  the  amounts  of  carbon  dioxid,  water,  and  heat  given 
oft'.  The  air  current  which  passed  through  the  chamber  and  the  con- 
ditions of  the  experiment  were  very  similar  to  those  when  a man  was 
confined  within  the  apparatus. 

As  stated  above,  the  electrical  tests  were  all  made  previous  to  the 
time  of  the  experiments  here  reported.  Of  the  other  test  experi- 
ments, the  details  of  which  have  already  been  published,  one,  No.  9, 
was  made  in  the  late  spring  of  1898,  at  the  close  of  the  second  of  the 
metabolism  experiments  here  described.  During  the  summer  of  1898 
no  experiments  were  carried  on  with  the  respiration  calorimeter.  The 
first  test  experiment  of  the  fall  commenced  November  3,  1898.  The 
agreements  between  the  determined  and  theoretical  amounts  of  carbon 
dioxid,  water,  and  heat,  while  not  as  close  as  had  sometimes  been 
found,  were  probably  within  the  limits  of  experimental  error,  thus 
indicating  that  the  apparatus  was  in  good  working  condition.  Follow- 
ing this  test  came  metabolism  experiment  No.  13,  reported  in  this  bul- 
letin, which  was  immediately  followed  by  another  test  experiment. 
No.  11. 

About  the  middle  of  December,  1898,  still  another  test  experiment. 
No.  12,  gave  results  which  indicated  that  the  apparatus  was  in  satis- 
factory condition,  although  the  measurement  of  water  was  not  as  close 
as  might  be  desired.  This  test  was  followed  b}^  metabolism  experi- 
ment No.  14,  the  details  of  which  are  given  further  on.  The  calorim- 
eter was  then  used  for  some  experiments  not  reported  in  this  bulletin. 
At  their  close  test  No.  13  was  made,  which  again  showed  the  apparatus 
to  be  in  satisfactory  condition,  although  the  water  determined  was  in 
excess  of  the  theoretical.  Metabolism  experiments  Nos.  23  and  24 
followed  the  completion  of  test  No.  13,  and  one  week  after  their  com- 
pletion test  No.  14  was  made.  In  this  latter  test,  while  the  results 
of  the  determinations  of  carbon  dioxid  and  water  given  oft'  in  the  appa- 
ratus agreed  very  closely  with  the  theoretical,  it  was  found  that  the 
heat  measured  by  the  calorimeter. was  3.2  per  cent  less  than  the  heat 
theoretical given  oft'  by  the  combustion  of  the  alcohol.  Test  experi- 
ment No.  15,  made  in  December,  1899,  showed  similar  agreements  of 
carbon  dioxid  and  water,  and  disagreement  of  heat.  It  was  also  found 
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by  thermal  “ tests  and  electrical  tests  that  the  measurement  of  heat  by 
the  apparatus  was  not  correct.  An  electrical  test  made  in  the  early 
part  of  December,  iSbO,  showed  a loss  of  over  3 per  cent  of  the  heat 
put  into  the  apparatus.  A thermal  test  made  at  this  time  showed  that 
there  was  trouble  with  the  thermo-electric  elements.*'  The  difficulU'' 
apparently  lay  in  a slight  short  circuit  of  these  at  some  point,  which 
interfered  with  the  accuracy  of  the  measurements. 

Just  when  the  short  circuiting  occurred  it  is  impossible  to  say.  The 
test  experiment  preceding  metabolism  experiments  Nos.  23  and  24 
showed  the  apparatus  to  be  in  a satisfactory  condition.  Test  experi- 
ments made  shortl}"  after  the  close  of  these  experiments  showed  a dis- 
crepancy in  the  heat  measured  as  compared  with  that  theoretically 
given  off.  There  is  nothing  to  indicate  whether  the  trouble  occurred 
before,  during,  or  at  the  close  of  this  series  of  metabolism  experi- 
ments or  in  the  short  interval  immediately  following.  The  agreement 
of  the  theoretical  energy  of  the  material  oxidized  in  the  bod\^  and  that 
measured  bj"  the  calorimeter  in  metabolism  experiments  Nos.  23  and 
24  would  seem  to  indicate  that  the  trouble  did  not  occur  until  the  close 
of  the  series.  Had  it  occurred  before  or  during  these  experiments 
the  heat  as  actually  determined  by  the  apparatus  would  doubtless  have 
been  about  3 per  cent  smaller  than  the  amount  which  would  have  been 
measured  had  the  apparatus  been  in  its  usual  condition.  This  would 
make  the  heat  measured  by  the  calorimeter  much  smaller  in  amount 
than  the  theoretical  heat  given  off  by  the  oxidation  of  material  in 
the  body  of  the  subject,  the  dehciency  being  larger  than  has  been 
found  in  previous  experiments. 

Since  it  is  impossible  to  determine  just  when  the  trouble  arose,  the 
details  of  experiments  Nos.  23  and  24  are  here  given  with  the  values 
actually  obtained,  and  the  supposition  is  made  that  the  trouble  in 
the  apparatus  occurred  after  the  close  of  the  experiments.  The  data 
are,  however,  given  by  which  any  correction  which  seems  fitting  can 
be  applied.  After  test  experiment  No.  T5,  some  repairs  were  made 
in  the  apparatus,  following  which  came  test  experiment  No.  16,  in 
which  ethyl  alcohol  was  burned  in  the  respiration  chamber.  In 
this  test  the  results  obtained  were  very  near  the  theoretical  values 
for  carbon  dioxid  and  heat,  but  nearl}’^  4 per  cent  more  water  was 
found  than  should  have  been  obtained  from  the  quantity  of  ethjd 
alcohol  burned.  It  \<'as  thought  best,  however,  not  to  delay  further 
the  metabolism  experiments  of  1899-1900,  therefore  no  other  test 
experiments  were  made  until  April,  1900,  at  the  close  of  metabolism 
experiment  No.  34.  At  this  time  test  experiment  No.  17  gave  results 
very  similar  to  those  obtained  in  the  previous  test  experiment,  and 
indicated  that  the  measurements  of  water  in  the  test  experiments  were 
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over  4'  per  cent  too  large.  This  excess  of  water  may  have  been  due 
to  eitlier  or  all  of  several  causes.  There  may  have  been  a small  leak 
whereby  air  from  the  room  was  drawn  into  the  A'entilating  air  current 
at  some  point  beyond  the  “ freezer for  the  incoming  air;  but  care- 
ful examination  failed  to  reveal  an}"  noticeable  leak  inside  the  chamber, 
though  later  experiments  implied  that  there  may  have  been  a leak  in 
the  ‘‘valve  box,”  through  which  the  air  passed  on  its  way  from  the 
chamber  to  the  meter  pump.  It  is  possible  that  some  of  the  moisture 
condensed  on  the  outside  of  the  valve  box  may  have  found  its  way 
into  the  air  current.  This  would  increase  the  amount  of  water  found 
b}'  analysis  of  the  outgoing  air,  but  would  not  materially  affect  the 
determination  of  either  carbon  dioxid  or  heat.  There  may  have  been 
evaporation  of  water  which  had  condensed  on  the  absorbers  and  walls 
of  the  chamber  before  the  test  began;  however,  there  could  not  have 
been  sufficient  water  present  to  account  for  all  of  the  excess. 

Taking  everything  into  consideration  we  do  not  feel  warranted  in 
assuming  any  definite  error  in  the  determination  of  water  in  metab- 
olism experiments  Nos.  25-34.  Such  error,  if  it  existed,  would  not 
affect  the  nitrogen  and  carbon  balance  at  all  and  would  hardly  affect 
the  heat  balance  appreciably.  From  the  figures  for  test  experiments 
Nos.  16  and  17  it  will  be  observed  that  the  excess  of  Avater  found  over 
the  theoretical  amounted  to  not  far  from  1 gram  per  hour.  If  we 
assume  in  experiments  Nos.  25-34  a leak  in  the  air  current  sufficient 
to  account  for  about  1 gram  of  Avater  per  hour  or  24  grams  per  day, 
the  A*alues  given  in  column  e of  Tables  91,  106,  122,  and  138  would  be 
too  large  by  a ('orresponding  amount,  and  the  figures  in  columns  f and 
g of  these  same  tables  would  be  14  calories  too  large.  This  amount 
would  make  a maximum  error  of  0.5  per  cent  in  the  heat  in  the  rest 
experiments  (Nos.  25,  26,  and  28)  and  about  0.3  per  cent  in  the  work 
experiments  (Nos.  29,  31,  32,  and  34). 

I'he  results  of  test  experiments  Nos.  1-9  have  already  been  pub- 
lished.'' The  results  of  tests  Nos.  10-17  are  summarized  in  Table  1, 
together  A\"ith  the  mean  results  of  tests  Nos.  1-9.  The  proportion  of 
absolute  ethyl  alcohol  (by  weight)  in  the  commercial  alcohol  burned  in 
the  lamp  in  the  different  test  experiments  was  as  folloAvs:  Test  No. 
10,  91.03  per  cent;  tests  Nos.  11-14,  90.85  per  cent;  and  tests  Nos. 
15-17,  90.57  per  cent. 
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T\blk  \.-Stinunari/  of  ted  experiments  in  which  ethyl  alcohol  was  burned  in  the  respira- 
tion chamber. 


— 

— — 

Carbon  dioxid. 

No. 

Date. 

Duration. 

Alcohol 
burned 
in  lump. 

Re- 

quired. 

Found. 

Ratio  of 
amount 
found  to 
amount 
required. 

h.  IV. 
35  44 

Grami*. 
66G.  7 

Grams. 

1,1.59.8 

Grams. 

1,163.9 

Per  cent. 
100.3 

In  t-A  Ifi  

35  00 

7.51.2 

1,304.2 

1,293.7 

99.2 

27  56 

619.4 

1,075.4 

1,067.7 

99.3 

24  00 

.545. 7 

947.8 

943.9 

99.6 

\T»iPf>h  *>Q  fA  :^1  lAOQ  

52  40 

1,001.6 

1, 738. 9 

1,744.6 

100.3 

37  40 

825.4 

1,428.6 

1,424.9 

99.7 

26  12 

438.7 

759. 3 

753.2 

99.2 

17 

April  6 to  7, 1900  

29  59 

539.2 

933.3 

928.8 

99.6 

269  11 

9,347.3 

9,320.7 

99.7 

317  20 

9,892.5 

9,886.2 

99.9 

586  31 

19,2.39.8 

19,206.9 

99.8 

Water. 

No. 

Date. 

Duration. 

Alcohol 
burned 
in  lamp. 

Re- 

quired. 

Found. 

Ratio  of 
amount 
found  to 
amount 
required. 

10 

11 

12 

13 

h.  m. 
35  44 

Grams. 

666.7 

Grams. 
772. 5 

Grams. 
773. 5 

Per  rent. 
100.1 

35  00 

751.2 

869. 8 

878. 2 

101.0 

27  56 

619.4 

717.2 

705. 7 

98.4 

24  00 

545. 7 

631.9 

643.4 

101.8 

M 

March  29  to  31, 1899 

52  40 

1,001.6 

1,159.7 

1,187.0 

102.4 

15 

16 
17 

37  10 

825.4 

955.1 

945.9 

99.0 

26  12 

438.7 

.507. 6 

527, 7 

103.8 

29  59 

.539. 2 

623.8 

653.9 

104.8 

Total  of  tests  10  to  17 

269  11 

6,237.6 

6,026.8 

12,264.4 

6, 315. 3 
6,063.8 
12, 379. 1 

101.2 

Total  of  tests  1 toO'^ 

317  20 

100.6 

586  31 

100.9 

Heat. 

No. 

Date. 

Duration. 

•\lcohol 
burned 
in  lamp. 

Re- 

quired. 

Found. 

Ratio  of 
amount 
found  to 
amount 
required. 

10 

November  3 to  4, 1898 

h.  m. 
34  44 

Gnims. 
666. 7 

Calorics. 

4,289.4 

4.822.6 

3. 976. 9 

3. 503. 6 
[6, 430. 7] 
[5,283.0] 

2. 807. 9 

3.450.9 

Calories. 
4 960  1 

Per  cent. 

99.5 
100. 5 

99.6 
99.8 

96.7 
97.5 

99.7 
100.3 

11 

November  15  to  16, 1898 

35  00 

' 751.2 

4,844.4 
3,960.1 
3,497.9 
[6,222.8] 
[5, 145. 3] 
2,801.6 
3, 464. 8 

12 

December  13  to  14, 1898  

27  56 

619.4 

13 

February  24  to  25, 1899 

. 24  00 

545.7 

11 

March  29  to  31, 1899 

52  40 

1,001.6 
825. 4 
438.7 
539.2 

lo 

December  13  to  14, 1899 

37  40 

16 

December  19  to  21, 1899  

20  12 

17 

April  6 to  7,1900  

29  59 

Total  of  tests  10  to  17 '> 

2G9  n 

1 

22,8.51.3 
41,702.8 
64,. 554.1 

22,837,9 

41,675.4 

64,513.3 

99.9 
99. 9 
99. 9 

Total  of  tests  1 to  9 ; 

317  20 

1 

Total  of  teats  1 to  17 

586  31 

1 

•U.  S.  Dept.  Agr.,  Office  of  Experiment  Stations  Bui.  69,  pp.  13-l  t. 
■>  Omitting  the  determinations  of  heat  in  Nos.  14  and  15. 
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The  table  shows  the  duration  of  the  tests,  the  amount  of  eth}d 
alcohol  burned  in  the  lamp,  and  the  theoretical  amount  of  carbon 
dioxid,  water,  and  heat  which  would  have  been  produced  b}'  the  com- 
bustion of  the  alcohol  as  compared  with  the  amounts  actualh-  found. 
As  previousl}'  noted,  the  agreement  between  theoretical  values  and 
those  actuality  obtained  is,  as  a rule,  very  close. 

SAMPLING  OF  THE  AIR  CURRENT  FOR  ANALYSIS. 

Two  methods  have  been  emplo3’ed  for  sampling  the  outgoing  current 
of  air  for  analysis.  After  this  current  of  air  has  left  the  cooling  appa- 
ratus where  the  major  portion  of  the  water  has  been  condensed,  small 
samples  of  about  150  liters  each  during  every  six-hour  period  are  drawn 
by  the  aspirators.  The  details  of  this  method  and  the  formulas  used 
for  calculating  and  correcting  the  results  are  given  in  a previous- 
publication. 

The  greatest  objections  to  the  use  of  the  aspirators  as  a method  of" 
sampling  the  air  are:  (1)  The  number  of  corrections  for  temperature,, 
barometric  pressure,  and  tension  of  aqueous  vapor  which  have  to  be* 
made  in  finding  the  actual  volume  of  air  drawn  into  the  aspirato7-s;; 
(2)  the  variations  in  the  speed  of  the  motor  driving  the  meter  pump 
and,  consequentlv,  in  the  volume  of  the  ventilating  air  cuj’rent,  these' 
not  being  accompanied  bv  corresponding  variations  in  withdrawal  off 
the  sample,  and  (3)  the  irregularity  with  which  the  sample  is  drawn. . 
By  means  of  an  automatic  device  for  regulating  the  speed  at  which i 
the  water  runs  out  from  the  aspirators  it  has  been  possible  of  late' 
to  make  this  rate  very  uniform.  At  the  same  time  relativel}"  smalll 
fluctuations  might  introduce  errors.  Thus,  if  the  aspirators  emptiedl 
more  slowlv  than  the  normal  at  a period  when  the  man  was  giving  offl 
more  than  the  average  amount  of  carbon  dioxid,  as,  for  instance,  when: 
he  was  weighing  the  '■‘absorbers”  or  doing  other  special  work,  the 
measured  amount  of  carbon  dioxid,  as  determined  bv  the  aspirators,, 
would  be  smaller  than  the  amount  actually  eliminated,  and  vice  versa. 

The  meter-pump  method,  brief!}'  described  in  a previous  .bulletin,'^ 
affords,  theoreticall}',  an  almost  perfect  means  of  sampling  the  venti- 
lating air  current.  The  arrangements  for  carrving  out  this  method  are 
as  follows:  The  air  from  each  fiftieth  stroke  of  the  pump  is  collectedi 
alternately  in  two  tin  receptacles,  from  which  it  is  withdrawn  by  suc- 
tion and  passed  through  tubes  filled  with  pumice  stone  and  sulphuric 
acid,  and  with  soda  lime  for  the  absorption  of  the  water  and  carbor: 
dioxid,  re-spectively.  In  the  earlier  experiments  in  which  the  metei: 
pump  was  used  for  moving  the  ventilating  air  current  this  method'oli 
sampling  had  not  l>een  perfected.  In  test  experiments  Nos.  9-12  the 

"IT.  S.  Dept.  Agr.,  Office  of  Experiment  Stations  Bui.  63,  pp.  34,  ;15. 
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ciirbon  dioxid  as  determined  in  the  sample  drawn  by  the  meter  pump  was 
slio-htly  nearer  the  theoretical  than  the  corresponding  values  obtained 
by  the  aspirators.  Variations  in  the  amounts  of  water  as  determined 
in  the  samples  drawn  by  the  meter  pump  were  a little  greater  than 
those  for  carbon  dioxid.  The  comparative  results  obtained  by  the  two 
methods  in  test  experiments  Nos.  0-12  are  shown  in  the  following  table; 


Table  2. — Comparison  of  determinations  of  carbon  dioxid  and  water  in  the  ventilating  air 
current  by  means  of  the  aspirators  and  of  the  meter  pump. 


Test  experiment,  j 

Dura- 

tion. 

Carbon  dioxid. 

Water . 

Theo- 
retical 
amount 
from 
alcohol 
burned 
in  lamp. 

Determined— 

Theo- 
retical 
amount 
from 
alcohol 
burned 
in  lamp. 

Determined — 

By  meter  pump. 

By  aspirators. 

By  meter  pump. 

By  aspirators. 

h.  TO, 

Grams. 

Grams. 

P.  ct. 

Grams. 

P.  Ct. 

Grams. 

Grams.  ! P.  ct. 

Grams. 

P.  ct. 

9 

35  55 

1,206.9 

1,199.2 

99.4 

1,19.8.9 

99.3 

809.3 

830.6  ! 102.6 

807.9 

99.8 

10 

35  4-1 

1,159.8 

1,163.9 

100.3 

1,087.0 

93.7 

772.5 

773.5  i 100.1 

739.7 

95.8 

11 

35  00 

1,304.2 

1,253.7 

99.2 

1, 287. 9 

98.7 

869.8 

878.2  j 101.0 

877.8 

100.9 

12 

27  56 

1,075.4 

1, 067. 7 

99.3 

1,083.2 

100.7 

717.2 

705. 7 ! 98. 4 

1 

705. 0 

98.3 

There  was  on  the  whole  but  little  difference  between  the  results 
obtained  by  the  two  methods  of  sampling  the  A'entilating  air  current, 
except  in  the  determinations  of  water  in  No.  10.  Since  the  meter 
pump  theoreticalh'  should  give  a more  accurate  sample  than  the 
aspirators,  and  since  the  experimental  evidence  shows  that  the  results 
with  the  pump  were  at  least  as  accurate  and  sometimes  more  so  than 
those  w'ith  the  aspirators,  the  determinations  of  carbon  dioxid  and 
water  in  the  sample  drawn  by  the  meter  pump  were  emplo}’ed  in  the 
calculation  of  the  results  of  all  metabolism  experiments  made  subse- 
quent to  metabolism  experiment  No.  11,  although  check  determina- 
tions by  means  of  the  aspirators  were  continued  during  .several  experi- 
ments. In  most  of  the  experiments  the  discrepancies  between  the  two 
methods  were  .so  insigniheant  as  to  be  within  the  limit  of  experimental 
error,  and  show  that  the-  determination  of  carbon  dioxid  and  w'ater 
may  be  made  w ith  a .satisfactory  degree  of  accuracy  bv  either  of  the 
methods. 

EXPERIMENTS  WITH  MEN. 

I he  general  plan  of  the  experiments  here  reported  in  detail  was 
much  the  same  as  that  followed  in  earlier  experiments,  the  results  of 
which  have  l)een  published  in  former  bulletins  of  this  series.'' 

hor  the  most  part  the  experiments  here  reported  were  made  in 
series,  each  .series  comprising  three  or  more  experiments  which  fol- 
lowed one  another  without  intermi.ssion  and  without  the  subject 

'‘U.  .S.  Dept.  Agr.,  Ollicc  uf  Experiment  Stations  Ituls.  44,  08,  and  09. 
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leaving  the  ealorinietcr.  As  a rule  there  was  a change  of  diet  in 
respect  to  one  class  of  ingredients;  for  example,  the  replacement  of' 
sugar  by  an  isodynamic  amount  of  fat. 

In  all  cases  a preliminary  period,  usually  of  four  days’  duration, 
preceded  each  experiment  or  series  of  experiments  with  the  subject  in 
the  chamber  of  the  calorimeter.  During  this  preliminary  period  the 
subject  received  the  same  diet  as  w’as  to  be  served  in  the  experiment 
which  would  immediately  follow.  In  addition,  the  excretory  products 
were  collected  and  analyzed,  thus  making  this  period  both  a digestion 
and  a nitrogen  metabolism  experiment.  On  the  evening  of  the  last 
day  of  the  preliminary  period  the  subject  entered  the  chamber  of  the 
re.spiration  calorimeter  and  usually  retired  at  about  11  o’clock.  At 
about  1 o’clock  in  the  morning  the  heat  measurehients  were  begun  in 
order  to  get  the  calorimeter  into  normal  condition  for  the  commence- 
ment of  the  second  period,  or  the  metabolism  experiment  proper,  at 
7 o’clock  the  following  morning. 

The  programme  followed  during  the  experiment  or  series  of  experi- 
ments was  arranged  beforehand.  A copy  of  it  was  furni.shed  to  the 
subject,  and  copies  were  also  posted  in  convenient  places  for  the  guid- 
ance of  those  outside. 

PREPARATION,  SAMPLING,  AND  ANALYSIS  OF  FOODS. 

The  method  of  preparing,  sampling,  and  analyzing  the  food  mate- 
rials was  the  same  as  that  employed  in  experiments  Nos.  9 and  10, 
already  described.^ 

With  the  exception  of  milk,  the  proper  cpiantit}^  of  each  kind  of 
food,  either  for  each  meal  or  for  the  day,  was  placed  in  glass  jars  pre- 
vious to  the  beginning  of  the  experiment,  and  materials  which  might 
spoil  during  the  course  of  the  experiment,  such  as  meat  and  bread, 
were  thoroughh’  sterilized.  Butter  and  sugar,  in  quantity  sutheient  for 
each  day,  were  passed  in  with  the  breakfast,  and  the  subject  used,  as  near 
as  he  could  judge,  the  proportions  called  for  by  the  menu  for  each  meal. 
Sufficient  bread  for  the  day  was  usually  passed  in  at  breakfast  time 
in  two  jars,  and  as  nearly  as  possible  the  scheduled  amounts  used  at 
each  meal.  Two  or  more  duplicate  jars  of  each  food  material,  as  thus 
prepared,  were  anal  vzed,  the  usual  determinations  being  made  accord- 
ing to  the  methods  already  described.  The  milk  was  obtained  fresh 
each  day;  an  aliquot  portion  was  taken  for  the  preparation  of  a com- 
posite sample  for  analysis,  and  the  proper  amounts  for  each  of  the  three 
meals  were  placed  in  bottles. 

In  the  following  table  is  .shown  the  percentage  composition  of  the 
did'erent  food  materials  used  in  the  thirteen  experiments  reported 
herewith.  The  values  are  for  the  fresh,  edible  material  as  served  to 
the  subject. 


“U.  S.  Dept.  Agr.,  Office  of  Experiment  Station!;  Bui.  (59,  pp.  20-29,88-89. 
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Table  3. — Composition  of  food  materials  in  metabolism  experiments  Nos.  11,  IS,  14,  ^1, 

2S,  24,  25,  26,  28,  29,  31,  32,  and  34. 


Lab- 

ora- 

tory 

So. 

Food  materials. 

1 

1 

Exper 

iment 

No. 

Nitro- 

gen. 

Car- 

bon. 

Hy- 

dro- 

gen. 

Water 

Pro- 

tein 

(NX 

6.25). 

Fat. 

Car- 

bohy 

drate 

- Ash. 

Heat  of 
'iombus- 
tion  per 
gram, 
deter- 
mined. 

2S51 

2962 

’ Beef,  cooked 

11 

Per  ct. 
4.40 

Per  ct. 
17.21 
14. 36 
17.75 

16.57 

23.57 
19.62 
19.55 

Per  ct. 
2. 44 

Perct. 

66.4 

Perct. 

Perct 

4.3 

Perct 

Perct 

1.8 

Calorics. 
1. 020 

1 do 

13 

4.00 

2. 07 

70.7 

25.1 

2.0 

2.4 

1.577 
1.964 
1.827 
2. 633 
2. 172 
2.198 

2967 

3022 

3027 

do 

14 

4.44 

4.46 

2.64 

66.0 

66.7 
56.6 

62.8 
62.5 

27.8 

4.2 

1 

1.7 

do 

21 

2.54 

27.9 

34.9 
33.5 
33.8 

2.0 

j 

2.1 

1.0 

1.2 

.9 

' do 

23,24 

25 

26,28 

5.59 

6.36 

5.41 

3. 37 

6. 1 

316o 

1 do 

2. 76 

3.3 

3176 

1 do 

2.70 

2.8 



3186 

29,31 

32,34 

11 

5. 72 
5.13 
.15 
.19 
.19 

20. 89 

18.55 
64. 76 

63.56 
62. 55 

2.99 

2.66 

10.09 

10.09 

10.20 

60.3 
64.  5 

12.4 
10.1 
10.6 

35.7 

32.1 

9 

3.0 

1.0 
1.0 
9 4 

2. 327 
2.075 
7.749 
7.806 
7. 901 

3205 

1 do 

2.8 

2853 

1 

Butter 

8-1.3 
8.5.2 
85. 5 

2956 

13 

1.2 

1.2 

3.5 

2.7 

2970 

do 

14 



3021 

21 

.21 

66.23 
69.16 
63. 37 
65.02 
65. 11 
65.58 
4.01 

10.55 
10.52 
10.01 
10.02 
10.44 
10. 37 
.57 

8.7 
9.5 

8.8 
9.9 
9.2 
8.4 

90.8 

1.3 

1.1 

1.6 

1.6 

1.3 

1.3 

3.3 

87.5 
86.8 
86. 1 
85. 9 
86.3 

87.6 
.1 

2.5 

2.6 

3.5 

2.6 
3.2 
2.7 

.8 

8.178 
8.027 
8. 020 
8.002 
8.048 
8.210 
.381 

3029 

23, 24 
25 

.17 

3166 

.25 

3177 

do 

26,28 
29, 31 

.26 

.20 

.20 

.52 

3187 

do 

3206 

do 

32,34 

11 

2855 

Milk,  skimmed 

5. 0 

2972 

do 

14 

.61 

4.36 

.61 

90.2 

3.8 

.1 

5. 0 

.9 

.439 

3031 

do 

23,24 

.58 

4.11 

.59 

90.7 

3. 6 

.1 

4.8 

.8 

.409 

3169 

do 

25 

.68 

4.76 

. 67 

89.4 

4.3 

.4 

5.1 

.8 

.4.88 

3179 

3024 

Milk,  whole 

21 

.67 

.,51 

4.63 

7.03 

.63 

.94 

90.0 
80. 6 

4.2 

3.2 

.3 

4.4 

4.7 

5.0 

.8 

.8 

.462 

.782 

3189 

do 

29 

.66 

8.20 

1.26 

84.5 

4.1 

,5.6 

5.0 

.8 

.935 

3191 

do 

31 

.65 

8. 25 

1.26 

84.5 

4.1 

.5.6 

5.0 

.8 

.939 

3200 

do 

32 

.66 

7.95 

1.19 

85. 4 

4.1 

5.0 

4.7 

.8 

.905 

3202 

34 

.66 

8.20 

1.21 

85.2 

4.1 

5.2 

4.3 

.8 

.913 

2959 

Milk,  whole  and 
skimmed,  mixed  ... 

13 

.58 

6. 93 

1.04 

86.7 

3.6 

3.2 

5.  7 

.8 

.7.53 

2842 

Maize  breakfast  food. 

11 

1.88 

44.39 

6.49 

4.9 

11.8 

8.2 

73.4 

1.7 

4.437 

2960 

do 

13, 14 

1.78 

44.81 

6.42 

5.7 

11.1 

8.3 

72.9 

2.0 

4.467 

2840 

Wheat  breakfast  food . 

11 

1.75 

41.20 

6.03 

7.2 

10.9 

1.5 

78.3 

2.1 

4.0.52 

3004 

Cereal,  parched 

21-24 

1.82 

41.39 

6. 17 

6.1 

11.4 

.6 

.80.4 

1.5 

4.0.56 

3168 

do 

25-28 

1.87 

42. 20 

5.94 

6,  6 

11.7 

1.7 

79.1 

1.9 

4.136 

3193 

do 

29-34 

1.92 

42.72 

6.30 

4.1 

12.0 

1.4 

80.5 

2.0 

4.202 

2852 

Bread 

11 

1.42 

26.07 

3.82 

42.  7 

8.9 

1.5 

45.7 

1.2 

2.  ,575 

2963 

1 

do 

13 

1.38 

29.49 

4.33 

37.2 

8.6 

.5.1  1 

47.9 

1.2 

2. 966 

2968 

do 

14,21 

1.27 

27. 33 

4.11 

41.7 

7.9 

2.8 

46.3 

1.3 

2.710 

3032 

do 

23,24 

1.27 

28.05 

3.98 

40.4 

7.9 

3.4  1 

47.0 

1.3  ! 

2. 889 

3164 

do 

25 

1.46 

28.04 

4.03 

38.6 

9.1 

2.1  ' 

48.9 

1.3  ' 

2.805 

3180 

do 

26,28 

1.42 

27.76 

3. 99 

39.3  1 

8.  9 

1.6  i 

•18.9  ! 

1.3 

2. 803 

3192 

do 

29,31 

1.50 

29. 14 

4.30 

36.5 

9.  4 

2.0 

60.8 

1.3 

2. 930 

3204 

2481 

Ginger  snaps 

32,34 

; 

1.38 

.92 

28.27 
42. 73 

4.30 
6. 45 

37.8 

4.3 

8.6 

,5.8 

2.5  1 
6.2  1 

49.8 

80.8 

1.3 

2.9 

2.869 
4.  247 

3167 

25  1 

1.03 

44.15 

6.41 

4.9  1 

6.4 

8.6 

78.4 

1.7 

4.432 

3181 

26-31  i 

1.00 

44.32 

6.61 

4.1  i 

6.2 

8.3 

79.8 

1.6 

4. 434 

3207 

do j 

32,34  ; 

.88 

43.87 

7.20 

3.7 

5.5 

7.2 

.81.6 

2.0 

4.434 

2961 

Cookies 

13  ! 

.86 

44. 65 

6.68 

,5.2 

5.  i 

10.8 

70.  7 

1.9 

4. 460 

2969 

Ginger  .snaps ■ 

14  , 

1.04  j 

43.86 

6. 73 

4.6 

6.5 

8.3 

77.7 

2.9 

4.407 

• * * • * 

Sugar j 

(•)  1 



42.10  1 

6.48 

00.0 

' 3. 960 

•Used  in  nil  the  exi>erinients. 
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The  composition  of  the  feces  in  the  experiments  here  reported  is 
shown  in  the  table  which  follows.  The  composition  of  the  urine  and 
the  respiratoiT  products  is  shown  in  connection  with  the  tabular 
details  of  the  individual  experiments: 

Taule  4. — Composition  of  feces  in  metabolism  experiments  Nos.  11,  IS,  14,  21,  23,  24,  25, 

26,  28,  29,  31,  32,  and  34- 


Laboratory  No. 

Experi- 

ment 

No. 

Nitro- 

gen. 

Car- 

bon. 

Hydro- 

gen. 

Water. 

Pro- 

tein 

(NX 

6.25). 

Fat. 

Carbo- 

- hy- 
drates. 

Ash. 

Heat  of 
combus- 
tion per 
gram, 
deter- 
mined. 

Pev  cl. 

Per  cl. 

Per  cl. 

Per  cl. 

Per  cl. 

Per  ct. 

Per  cl. 

Per  cl. 

Calories. 

2850 

11 

1.59 

14.30 

1.98 

70.6 

9.9 

6.4 

8.8 

4.3 

1.554 

29f>5 

13 

1.49 

15.04 

2. 14 

69.8 

9.3 

8.3 

7.0 

5.6 

1.689 

2974  

14 

1.57 

13.49 

1.86 

74.2 

9.8 

6.7 

5.8 

3.5 

1.500 

3033 

21 

1.62 

14.03 

1.94 

72.6 

10.1 

6.3 

6.3 

4.7 

1.671 

3035 

23 

1.59 

14.44 

2.07 

69.3 

9.9 

5.2 

8.5 

7.1 

1.610 

3030  

24 

1.45 

11.64 

1.65 

75.7 

9.1 

4.9 

5.4 

4.9 

1.282 

3171 

25 

1.38 

13.73 

2.02 

69.0 

8.6 

3.8 

11.1 

7.5 

1.571 

3183 

26 

1.38 

11.98 

1.44 

72.3 

8.7 

3.6 

8.5 

6.9 

1.340 

3185 

28 

1.70 

13.61 

1.83 

70.6 

10.6 

5.6 

7.3 

6.0 

1.525 

3195 

29 

1.44 

14. 13 

2.03 

69.9 

9.0 

5.1 

10.3 

5.7 

1.574 

3197 

. 31 

1.52 

15. 19 

2. 13 

67.6 

9.5 

5.1 

11.3 

6.6 

1.698 

3209  

32 

1.21 

12.87 

1.86 

73.2 

7.6 

. 4.6 

9.6 

5.1 

1.449 

3211 

34 

L38 

13.56 

1.93 

70.3 

8.6 

6.8 

9.1 

6.2 

1.475 

DETERMINATION  OF  NITRATES  AND  NITRITES  IN  THE  WATER 

OF  RESPIRATION. 

Dcfren^  calls  attention  to  the  presence  of  nitrates,  and  especially" 
nitrites,  in  water  of  exhalation,  and  suggests  the  possibility"  of  the 
nitrogen  thus  given  off  being  sufficient  in  amount  to  take  into  account 
in  study"ing  the  metabolism  of  nitrogen. 

It  is  of  great  importance  in  experiments  of  the  nature  of  these,  in 
which  the  balance  of  income  and  outgo  of  nitrogen  is  determined  with 
great  care,  to  take  account  of  an.v  nitrogen  which  might  thus  be 
eliminated.  Since  in  the  experiments  here  reported  the  products  of 
respiration  are  passed  through  a refrigerating  sy"stem  and  cooled  to  a 
temperature  of  about —20°  C.,  there  is  excellent  opportunity"  for  a 
study^  of  this  subject.  Accordingly",  in  several  of  the  experiments, 
and  more  particularly'  in  work  experiment  No.  6,  already  reported,** 
the  water  condensed  in  the  “ freezers  ” was  carefully  preserved  and 
tested  qualitatively’  for  both  nitrates  and  nitrites.  The  water  con- 
densed from  the  incoming  air  was  tested  in  a similar  manner.  Similar 
tests  w’ere  also  made  of  the  Avater  condensed  on  the  surface  of  the 
absorbers  and  collected  thence  as  “drip.” 

“Teclmology  Quarterly,  9 (1896),  p.  238.  See  also  Experiment  Station  Record,  8, 
p..385. 

'’U.  S.  Dept.  Agr.,  Office  of  Experiment  Stations  Buis.  63,  pp.  77-85;  69,  pp. 
47-60. ' 
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The  test  for  nitrites  was  made  in  the  usual  way.  A few  cubic  cen- 
timeters of  a solution  of  metaphenylene-diamine  in  dilute  sulphuric 
acid  is  placed  in  a test  tube;  a few  drops  of  the  water  to  be  tested  are 
allowed  to  fall  into  the  test  tube;  if  nitrites  are  present,  a yellow  color 
is  produced. 

This  test  is  said  to  show  nitrites  when  present  in  as  dilute  a solution 
as  1 part  in  3,000,000,  but  in  no  case  was  any  appreciable  evidence  of 
nitrites  obtained  in  the  water  condensed  in  the  freezers.  In  only  one 
case  was  there  sufficient  coloration  to  warrant  the  statement  that  there 
was  even  a trace  of  nitrites  present.  Singularly  enough,  while  the 
respired  water  condensed  in  the  freezers  gave  no  response  to  the  test 
for  nitrites,  that  condensed  on  the  cooling  apparatus  in  the  respiration 
chamber  gave  a very  marked  nitrite  reaction. 

The  test  for  nitrates  was  made  by  means  of  a solution  of  diphenyl- 
amine  in  rather  strong  sulphuric  acid.  Two  or  three  cubic  centi- 
meters of  this  solution  is  placed  in  a test  tube  and  about  one-half  a 
cubic  centimeter  of  the  water  to  be  tested  is  allowed  to  flow  slowly 
down  the  side  of  the  test  tube  so  that  the  two  liquids  do  not  mix.  If 
a deep- blue  ring  appears  at  the  contact  zone  of  the  two  liquids,  the 
presence  of  nitrates  is  shown.  The  results  of  the  test  for  nitrates  were 
veiy  marked,  but  there  appeared  to  be  little  difference  between  the 
amount  in  the  water  of  the  incoming  and  outgoing  ventilating  air 
current.  After  making  a check  experiment  with  the  alcohol  lamp 
burning  inside  the  chamber  the  amount  of  nitrates  in  the  outgoing 
freezer  water  appeared  to  be  materially  increased.  This  is  not  sur- 
prising, as  the  high  temperature  of  the  alcohol  flame  might  naturally 
be  expected  to  bring  about  a certain  amount  of  combustion  of  the 
nitrogen  of  the  air. 

The  test  for  nitrates  and  nitrites  in  the  condensed  water  of  respira- 
tion indicated  that  the  actual  amounts  of  these  were  so  minute  as  to 
be  ignored.  It  seems  highly  improbable  that  any  measurable  quantity 
of  nitrogen  can  be  excreted  in  this  manner. 

RECORDS  OF  BODY  WEIGHT,  TEMPERATURE,  AND  PULSE  RATE. 

The  subject  weighed  himself  on  a platform  scale  sensitive  to  10 
grams  with  a weight  of  75  kilograms  and  capable  of  weighing  100 
kilograms. 

The  observations  of  body  temperature  were  made  by  the  use  of  an 
ordinary  clinical  thermometer.  The}’  were  sublingual  in  experiments 
previous  to,  and  axillary  in  experiments  subsequent  to.  No.  25.  In 
this  latter  experiment  temperatures  were  measured  in  both  ways.  All 
observations  were,  of  course,  made  by  the  suljject  himself.  Under 
such  circumstances  it  is  not  improbable  that  there  may  have  been 
occasional  errors  in  the  thermometer  readings;  at  best,  such  observa- 
tions would  be  less  satisfactory  than  those  which  would  show  the 
actual  internal  temperature  of  the  body.  In  later  experiments,  the 
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lesults  of  Avhich  ave  not  yet  ready  for  publication,  the  body  temper- 
ature was  measured  by  a specially  devised  electrical  thermometer 
inserted  in  the  rectum,  by  which  differences  in  body  temperature  of 
0.02°  could  be  detected. 

The  observations  of  the  pulse  rate  were  also  made  by  the  subject. 
How  observations  made  by  a person  upon  himself  compare  in  relia- 
bility with  those  made  by  another  person  we  are  unable  to  sa3^ 

The  reading  and  recording  of  weights  and  measurements  of  food 
and  excretory  products  and  the  other  determinations  outside  the 
chamber  are  controlled  either  by  repeating  the  observations  or  by 
having  the  quantities  observed  and  recorded  by  two  different  persons 
or  otherwise.  The  conditions  for  the  reading  and  recording  of  figures 
for  body  weight,  temperature,  and  pulse  rate  by  the  subject  in  the 
respiration  chamber  do  not  permit  of  so  careful  a system  of  checks 
for  avoiding  errors  in  the  reading  and  recording  of  the  figures.  For 
this  reason,  and  because  of  the  uncertainties  regarding  the  value  of 
the  observations  of  temperature  and  pulse  rate  just  named,  the  figures 
for  body  weight,  temperature,  and  pulse  rate  are  hardly  as  reliable  as 
those  for  the  other  determinations. 

MEASUREMENT  OF  MUSCULAR  WORK. 

In  the  rest  experiments  the  subjects  moved  about  within  the  appa- 
ratus as  little  as  possible,  thus  avoiding  all  unnecessaiy  muscular  exer- 
tion. In  the  work  experiments,  however,  they  were  engaged  in  active 
muscular  work  for  eight  hours  each  daj^.  The  apparatus  used  for 
measuring  the  work  in  experiment  No.  11  consisted  of  a bicycle  belted 
to  a small  dynamo,  as  in  experiment  No.  6.**  The  voltage  of  the  elec- 
tric current  generated  was  measured,  and  together  with  calibrations 
of  the  apparatus  gave  sufficient  data  for  computing  roughlj^  the 
amount  of  work  done  by  the  subject. 

In  the  work  experiments  carried  on  during  the  winter  of  1900 
(experiments  Nos.  29,  31,  32,  and  31)  the  apparatus  was  so  modified 
as  to  give,  it  is  believed,  a more  accurate  measure  of  the  work  done. 

In  these  experiments  the  rear  wheel  of  the  bicjmle  was  applied 
directly  to  a pulley  fastened  to  the  shaft  of  the  dynamo,  which  was 
mounted  upon  a rocking  base,  the  necessary  tension  being  secured  bj^ 
means  of  a coiled  spring  which  kept  the  pulley  of  the  djuiamo  pressed 
against  the  tire  of  the  bicycle.  This  apparatus  was  calibrated  before 
and  after  each  experiment.  Inasmuch,  however,  as  the  method  of 
calibration  was  greatl}"  improved  in  the  experiments  made  during  the 
Avinter  and  spring  of  1901,  further  description  of  the  apparatus  and 
the  methods  of  measuring  the  Avork  done  is  not  given  in  the  present 
publication. 

“Arch.  Physiol.  [Pfliiger],  88  (1901),  No.  9-10,  p.  492. 

’’U.  S.  Dept.  Agr.,  Office  of  Experiment  Stations  Buis.  63,  p.  76;  69,  p.  t.. 
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DETAILS  OF  THE  EXPERIMENTS. 

The  details  of  thirteen  experiments  with  three  different  subjects  are 
recorded  in  the  following  pages.  The  methods  of  calculation  were  in 
general  the  same  as  those  described  in  a previous  publication. “ In 
many  cases  the  derivation  of  the  values  is  indicated  algebraically^  in 
the  column  headings  of  the  tables. 

METABOLISM  EXPERIMENT  NO.  11. 

Subject. — E.  O.,  the  laboratory  assistant  who  served  as  the  subject 
in  experiments  Nos.  1 and  2,  in  which  the  necessary  data  for  estimat- 
ing the  income  and  outgo  of  energy  were  not  determined,"  and  in 
experiments  Nos.  5-10,  in  which  these  values  were  determined."  He 
was  32  years  of  age,  5 feet  8 inches  in  height,  and  weighed  without 
clothing  about  70  kilograms  (151  pounds). 

Occupation  (Luring  experiment. — Worked  8 hours  a day  upon  the 
stationary  bicycle  just  described.  During  evenings  he  passed  the  time 
in  reading,  writing,  and  resting. 

Duration. — Four  day’s,  beginning  at  7 a.  m.  March  22,  1898.  The 
preliminaiy  period  of  this  experiment  began  with  breakfast  March  18. 
The  subject  entered  the  calorimeter  on  the  evening  of  March  21,  and 
remained  until  7 a.  m.  March  26,  thus  spending  five  nights  and  four 
days  in  the  re.spiration  chamber. 

Diet. — The  diet  during  the  experiment  consisted  of  beef,  butter, 
skim  milk,  bread,  ginger  snaps,  cereal  breakfast  foods,  sugar,  and 
coffee,  and  furnished  121  grams  of  protein  and  3,862  calories  of  energy’ 
per  day’.  This  experiment  was  intended  to  be  much  the  same  as  exper- 
iment No.  9,'^  with  the  exception  that  the  diet  should  furnish  a con- 
siderably larger  amount  of  energy'^,  and  a considerable  amount  of 
muscular  work  should  be  performed  each  day’.  The  kinds  and  quanti- 
ties of  food  served  at  each  meal  were  as  follows: 


Table  5. — Diet  in  metabolism  experiment  No.  11. 


Food  materials. 

Breakfast. 

Dinner. 

Supper. 

Total. 

Grams. 

Grams. 

Grams. 

Grams. 

Beef 

70 

inrt 

170 

Butter 

40 

40 

Milk,  skimmed 

150 

210 

390 

750 

Bread 

100 

100 

Maize  breakfast  food 

60 

50 

110 

75 

Wheat  breakfast  food 

75 

Ginger  snaps 

SuKar 

oo 

“U.  S.  Dept.  Agr.,  Office  of  Experiment  Stations  Bui.  69,  p.  31,  et  seq. 

"U.  S.  Dept.  Agr.,  Office  of  Experiment  Stations  Bui.  44. 

®U.  S.  Dept.  Agr.,  Office  of  Exyieriment  Stations  Buis.  Nos.  63  and  69. 

‘‘U.  S.  Dept.  Agr.,  Office  of  Experiment  Stations  Bui.  69. 
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The  amount  of  drink  varied  from  day  to  day.  On  the  first  day  the 
subject  was  given  600  grams  of  coffee  infusion  and  600  grams  of  water, 
making  a total  of  1,200  grams;  on  the  second  and  third  daj-s  600 
grams  of  coffee  infusion  and  800  grams  of  water,  making  a total  of 
1,400  grams,  and  on  the  last  day  600  grams  of  coffee  infusion  and 
1,500  grams  of  water,  making  a total  of  2,100  grams. 

The  general  routine  of  the  experiment  is  indicated  in  the  following 
schedule.  The  statistics  of  the  diary  kept  by  the  subject  are  sum- 
marized in  Table  7 : 


Table  6. — Daily  programme — Melabolism  experiment  No.  11. 


7.00  a.  m 

Rise,  pass  urine,  collect  drip, 
weigh  absorbers,  weigh  self 
stripped  and  dressed. 

1.50  p.  m 

3.50  p.  m 

Begin  work. 

Stop  work,  rest  10  minutes,  drink 
200  grams  water. 

7.45  a.  m 

Breakfast. 

4.00  p.  m 

Begin  work. 

8.20  a.  m 

Begin  work. 

6.00  p.  m 

Stop  work. 

10.20  a.  m 

Rest  10  minutes,  drink  200  grams 
water. 

6.30  p.  m 

Supper,  change  underclothes, 
weigh  self  stripped  and  dre.ssed. 

10.30  a.  m 

12.30  p.  m 

Begin  work. 
Stop  work. 

7.00  p.  m 

Pass  urine,  collect  drip,  weigh 
absorbers. 

1.00  p.  m 

Pass’  urine,  collect  drip,  weigh 
absorbers. 

10.00  p.  m 

Take  cover  off  food  aperture, 
retire. 

1.15  p.m 

Dinner. 

1.00  a.  m 

Pass  urine. 

Table  7. — Summary  of  diary — Metabolism  experiment  No.  11. 


Time. 

Weight  of  subject. 

Pulse, 
rate  per 
minute. 

Temper- 

Hygrometer 

readings. 

Without 

clothes. 

With 

clothes. 

ature. 

Dry 

bulb. 

Wet 

bulb. 

1898. 

Kilograms. 

70 

Kilograms. 

73.60 

OJT 

°C. 

22 

°C. 

17.2 

68 

99 

21.8 

17.4 

70.27 

73.29 

68 

98.8 

21.4 

17.6 

69.82 

73.30 

58 

97 

21.8 

17 

78 

100 

21.3 

19 

69.50 

73.25 

75 

97.4 

Afnr.  9.4,  7.00  a.  m 

69.48 

72.90 

63 

97.3 

21.9 

18.8 

74 

99.6 

21.5 

18.8 

68.80 

72.60 

72 

97 

22 

19 

68.45 

72.30 

60 

97 

22 

18 

76 

99.2 

21.4 

19 

68. 26 

72.23 

21.6 

19.4 

72 

67.95 

72. 10 

Amount  of  work  done— As  already  stated,  the  subject  worked  8 
hours  each  day  upon  a stationarv  bicycle  so  arranged  that  the  work 
performed  was  transformed  into  heat  within  the  apparatus  and 
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measured  directly  with  that  given  off  by  the  subject.  A cyclometer 
registered  the  number  of  miles  that  would  have  been  covered  by  the 
same  number  of  revolutions  of  the  wheel,  but  the  amount  of  work 
done  could  hardly  have  been  as  large  as  would  be  required  to  propel  a 
bicycle  the  number  of  miles  thus  recorded.  It  Avill  be  observed  from 
the  fig-ures  in  Table  8 that  there  was  considerable  difference  in  the 
amount  of  work  done  on  the  different  days  of  the  study. 

Table  8. — Record  of  work  done — Metabolism  e.vperiment  No.  11. 


Time. 


1898. 

Mar.  22,  8.20  a.  m 

10.20  a.  m 

12.40  p.  m 

3.50  p.  m 

6.00  p.  m 

Mar.  23, 8.20  a.  m 

10.20  a.  m 

12.30  p.  m 

3.50  p.  m 

6.00  p.  m 

Mar.  24,  8.20  a.  m 

10.20  a.  m 

12.30  p.  m 

3.50  p.  m 

6.00  p.  m 

Mar.  26,  8.20  a.  m 

10.20  a.  m 

12.30  p.  m 

3.60  p.  m 

6.00  p.  m 

Total 


Cyclom- 

eter 

reading. 

N um- 
ber of 
miles. 

(a) 

Actual 
duration 
of  work. 

(6) 

Rate, 

I^eat 

equiva- 

lent, 

axbx 

0.2378 

Seconds. 

irntts. 

Calories. 

164 

\ 28 

7,200 

1 

182 

{ 

} 25 

86 

1 28 

7,200 

1 

210 

J 

} 28 

7,200 

1 

238 

J 

\ 21 

72 

} 28 

7, 200 

J 

266 

J 

266 

1 28 

7,200 

1 

294 

J 

1 22 

75 

f 43 

7,200 

j 

337 

J 

f 

7,200 

1 

379 

ij 

1 28 

96 

[ '6i\ 

7, 200 

J 

415 

415 

1 32 

7,200 

1 

447 

( 

1 26 

89 

[ 32 

7,200 

J 

479 

0) 

0) 

f 7,200 

1 25 

85 

1 7,200 

/ 

0) 

(’) 

479 

} 35 

7,200 

1 

514 

) 

} 30 

103 

j-  37 

7,200 

1 

561 

1 37 

7,200 

588 

f 41 

140 

1 26 

7,200 

I 

644 

1 Cyclometer  not  working. 


Detailed  data  of  income  and  outgo. — The  quantities  of  nutrients  in 
the  food  consumed  each  day  and  the  quantities  rejected  in  the  feces 
are  shown  in  Tables  9 and  10.  It  will  be  observed  by  comparison  with 
the  results  of  some  of  the  rest  experiments  reported  in  preceding 
bulletins,  that,  while  the  protein  is  practically  the  same  as  in  these 
rest  experiments,  the  energy  in  the  food  has  been  increased  more  than 
800  calories  per  day  in  order  to  supply  the  necessary  energy  for  the 
increased  muscular  activity.  It  was  quite  interesting  to  note  that  with 
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increased  diet  and  with  increased  work  the  total  amount  of  unavailable 
material  excreted  in  the  feces  was  considerabl}'  larger  than  in  experi- 
ment No.  9.  There  was  not  enough  ditference,  however,  in  the  coeffi- 
cients of  availabilit}^  to  show  whether  muscular  work  had  ain^  marked 
effect  upon  the  digestion  of  the  food  by  the  subject. 

Table  9. — Weight,  composition,  and  heat  of  combustion  of  foods — Metabolism  esperiment 

No.  11. 


Lab- 

ora- 

tory 

No. 

Food  materials. 

Weight 

per 

ciay. 

Water. 

Pro- 

tein. 

Fat. 

Car- 

bohy- 

drates. 

Nitro- 

gen. 

Car- 

bon. 

Hydro- 

gen. 

Heat  of 
combus- 
tion. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Calorics. 

28.M 

Beef 

170 

112.9 

46.8 

7.3 



7.48 

29.26 

4.15 

326 

2853 

Blitter 

120 

14.9 

.9 

101.0 

1.5 

77  71 

1?  11 

2855 

Skimmed  milk  .. 

750 

681.0 

24.4 

1. 5 

37.5 

3.90' 

30.08 

4.28 

286 

2852 

Bread 

300 

128.1 

26.6 

4.5 

137.1 

4.26 

78.21 

11.46 

Ta 

2842 

Maize  breakfast 

food 

110 

5.4 

12.9 

9.0 

80.7 

2.07 

48.90 

7. 15 

488 

2840 

Wheat  breakfast 

food 

75 

5.4 

8.2 

1.1 

58.7 

1.31 

30.90 

4.. 52 

304 

2841 

Ginger  snaps 

75 

3.2 

4.3 

4.7 

60.6 

.69 

32.09 

4.&5 

319 

.Sugar 

no 

110.0 

46.31 

/.13 

436 

Total 

1,710 

9.50.9 

124. 1 

129. 1 

484.6 

19.86 

373. 40 

55.65 

3, 862 

Table  10. — Weight,  composition,  and  heat  of  combustion  of  feces — Metabolmn  esperiment 

No.  11. 


Lab- 

ora- 

tory 

No. 

Weight 
of  feces. 

Water. 

Pro- 

tein. 

Fat. 

Car- 

bohy- 

drates. 

Nitro- 

gen. 

Car- 

bon. 

Hydro- 

gen. 

Heat  of 
combus- 
tion. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Calories. 

2850 

Total,  4 days 

563 

398.0 

66.4 

36.0 

49.6 

8.96 

80.51 

11.15 

876 

Average,  1 day . . . 

141 

99.5 

14.1 

9.0 

12.4 

2.24 

20. 13 

2.79 

219 

The  urine  in  this  experiment  was  collected  in  6-hour  periods,  and 
the  specific  gravity  and  nitrogen  content  determined.  The  heat  of 
combustion  was  determined  in  a composite  sample  of  the  urine  for 
each  day,  and  the  carbon  and  hydrogen  in  a composite  sample  for  the 
four  da}’s  of  the  experiment.  The  methods  employed  for  determining 
the  heat  of  combustion  and  for  computing  the  carbon  and  hj^drogen 
in  the  urine  of  each  daj"  have  already  been  described. “•  The  statistics 
of  the  outgo  of  matter  in  the  urine  in  this  experiment  are  given  in 
Table  11. 


U.  S.  Dept.  Agr.,  Office  of  Experiment  Stations  Bui.  69,  pp.  23  and  35. 
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Table  11.— .-Iwjouni,  specific  gravity,  and  nitrogen  of  urine  by  six-hour  periods— Metab- 
olism experiment  No.  11. 


Date. 

Period. 

Amount. 

Specific 

gravity. 

Nitrogen. 

1898. 

Orams. 

326.0 

1.027 

Per  cent. 
1.25 

Grams. 

4.08 

350.6 

1.027 

1.34 

4.70 

292.3 

1.033 

1.87 

5. 46 

1 a.  m.  to  7 a.  

146.8 

1.031 

2.10 

3.0,8 

1,115.7 

1,115.7 

17. 32 

Total  by  composite 

1.53 

17.07 

206.5 

1.028 

1.76 

311.3 

1.031 

1.61 

5.01 

211.0 

1.036 

2.26 

4. 77 

150.1 

1.032 

2.30 

3. 45 

878.9 

16.86 

878.9 

1.92 

16.87 

24-25 

218.3 

1.030 

1.89 

4.13 

315.4 

1.030 

1.62 

5.11 

7 p.  m.  to  1 a.  m 

1 a.  ni.  to  7 a.  m 

251.0 

133.6 

1.035 

1.034 

2.28 

2.36 

6. 72 
3. 16 

Tntnl  

918.3 

18. 11 

918.3 

2. 00 

18.37 

26-26 

236.0 

1.031 

1.65 

4.60 

304.8 

1.032 

1.80 

5.48 

7 p.  m.  to  1 a.  m 

1 a.  m.  to  7 a.  m 

273.4 

120.0 

1.035 

1.037 

2.31 

2. 32 

6.32 

2.78 

934.2 

19.18 

934.2 

2.05 

19.15 

Total,  4 days,  by  periods 

3,847.1 

71.47 

26 

7 a.  m.  to  1 p.  m 

Ip.  m.  to  7 p.  m 

157.5 

216.4 

1.032 

1.032 

2.05 

1.90 

3.24 
4. 10 

Table  12. — Daily  elimination  of  carbon,  hydrogen,  water,  and  energy  in  unne — Metab- 
olism experiment  No.  11. 


Date. 

Amount 
of  urine. 

Carbon. 

Hydrogen. 

Water. 

Heat  of  combus- 
tion. 

Per 

gram. 

Total. 

1898. 

Grams. 

P.  ct. 

Grams. 

P.  ct. 

Grams. 

P.  ct. 

Grams. 

Calorie. 

Calories. 

Mar.  22-23 

1,115.7 

12.30 

3.54 

1 n.5n  1 

n i9fi 

141 

23-24  

878.9 

11.98 

.3  4.5 

SI  5 0 

142 

24-25  

918.3 

12.87 

3. 71 

84Q  7 

, -129 

118 

25-26 

934.2 

13.63 

3.92 

861.5 

.141 

132 

Total,  4 days 

3,847.1 

1.32 

50.78 

0.38 

14.62 

92. 96 

3,576.3 

(.139) 

•533 

•The  heat  of  combustion  of  the  urine  was  determined  in  the  composite  sample  for  each  day  and 
in  the  total  composite  for  four  days.  The  heat  of  combustion  of  the  urine  for  the  experiment  as 
determined  in  this  latter  sample  amounted  to  0.139  calorie  per  gram,  or  a total  of  636  calories  for  the 
urine  of  the  whole  experiment. 
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Tables  13-15  give  the  results  of  the  determinations  of  carbon  dioxid 
and  water  in  the  ventilating  air  current.  The  method  of  calculation 
of  these  tables  has  been  described  in  some  detail  in  connection  with 
the  description  of  results  of  experiment  No.  5,  reported  in  an  earlier 
publication.*^  The  formulas  in  the  column  headings  in  some  of  the 
tables  indicate  the  method  by  which  many  of  the  calculations  are 
made.  The  drip  was  collected  but  once  a day  and  the  amount  has 
been  equally  apportioned  among  the  four  periods  of  the  day.  While 
this  is  undoubtedly  erroneous,  it  has,  in  view  of  the  lack  of  any  data, 
seemed  the  most  satisfactory  plan.  Should  some  other  method  of 
subdivision  seem  desirable,  all  data  are  given  by  means  of  which  com- 
putations can  be  readily  made.  The  error  involved,  however,  does  not 
affect  the  final  results  of  the  experiments,  as  the  total  quantities  per 
day  are  used  in  the  computations. 


Table  13. — Comparison  of  residual  amounts  of  carbon  dioxid  and  water  in  the  chamber 
at  the  beginning  and  end  of  each  period,  and  the  corresponding  gain  or  loss— Metabolism 
experiment  No.  11. 


Date. 

End  of  period. 

Carbon  dioxid. 

Water. 

Total 

amount 

in 

chamber. 

Gain  (-h) 
or 

loss  ( — ) 
over  pre- 
ceding 
period. 

Total 
amount 
of  vapor 
remain- 
ingin 
chamber. 

Gain  (+) 
or 

loss  (—) 
over  pre- 
ceding 
period. 

Change 

in 

weight 
of  ab- 
sorbers, 
gain(-f) 
or 

loss  (— ). 

Drip 
from  ab- 
sorbers. 

Total 
amount 
gained 
( + )or 
lost  ( — ) 
during 
the 

period. 

1898. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Mar.  22-23 

7 a.m 

29.7 

45.0 

1 p.m 

82.3 

-f52.6 

54.9 

-1-9.9 

+194 

114.5 

318.4 

7 p.  m 

64.4 

-17.9 

57.1 

+ 2.2 

- 22 

114.6 

94.8 

1 a.  m 

30.5 

-33.9 

52.3 

- 4.8 

- 27 

114.6 

82.8 

7 a.m 

28.7 

- 1.8 

47.8 

- 4.5 

- 28 

114.6 

82.1 

Total 

- 1.0 

-1-2.8 

+117 

458.3 

578.1 

23-24 

1 p.m 

91.3 

-f62.6 

56.6 

-1-8.8 

+235 

152.0 

395.8 

7 p.  m 

72.8 

-18.5 

56.8 

+ .2 

+ 7 

162.0 

159.2 

1 a.m 

26.6 

-46.2 

53.3 

- 3.6 

- 2 

152.0 

146.5 

7 a.  m 

26.8 

-1-  .2 

63.2 

- .1 

- 1 

152.0 

150.9 

Total 

- 1.9 

-1-5.4 

+239 

608.0 

852.4 

24-26 

1 p.m 

90.9 

-f64.1 

61.0 

-1-  7.8 

+ 67 

280.1 

344.9 

7 p.m 

76.7 

-14.2 

63.5 

-1-  2.5 

+248 

280.0 

530.5 

1 a.m 

25.2 

-51.5 

57.3 

- 6.2 

-294 

280.0 

- 20.2 

7 a.m 

26.3 

-t-  1.1 

65.6 

- 1.7 

-295 

280.0 

- 16.7 

Total 

- .5 

-t-  2.4 

-284 

1,120.1 

838.5 

25-26 

1 p.m 

98.8 

-1-72.5 

62.9 

-f  7.3 

+177 

341.7 

526.0 

7 p.m 

82.0 

-16.8 

66.7 

-t-  3.8 

+155 

341.7 

600.5 

1 a.  m 

32.3 

-49.7 

56.7 

-10.0 

-223 

341.6 

108.6 

7 a.m 

35.0 

+ 2.7 

56.8 

-1-  .1 

-222 

341.6 

119.7 

Total 

+ 8.7 

-f  1.2 

. -113 

1,366.6 

1,254.8 

Total,  4 days. 

-fll.8 

- 41 

3,553.0 

3,523.8 

‘U.  S.  Dept.  Agr.,  Office  of  Experiment  Stations  Bui.  69. 
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Table  \A— Record  of  carbon  dioxid— Metabolism  experiment  No.  11. 


Date. 

Period. 

(a) 

Ventila- 

tion 

(number 
of  liters 
of  air). 

Carbon  dioxid. 

(6) 

In  in- 
coming 
air  (per 
liter). 

(c) 

In  out- 
going 
air  (per 
liter). 

(d) 

Excess 
in  out- 
going 
air  (per 
liter), 
c—b 

(e) 

Total 
excess 
in  out- 
going 
air, 
dxa. 

(/) 

Cor- 

rection 

for 

carbon 
diox- 
id in 
appa- 
ratus. 

(9) 
Cor- 
rected 
weight 
carbon 
dioxid 
exhaled 
by  sub- 
ject, 
e+f. 

(h) 

Total 
weight 
of  car- 
bon ex- 
haled in 
carbon 
dioxid, 
<7XA- 

1898. 

Liters. 

Mg. 

Mgs. 

Mgs. 

Grams. 

Grams. 

Grams. 

Grams. 

Mar.  22-23 

"a.m.tolp.m. 

27,737 

0.615 

14.229 

13.614 

377.3 

+52. 6 

429.9 

117.3 

Ip.m.toTp.m. 

28,013 

.601 

15.161 

14.560 

407.9 

-17.9 

390.0 

106.3 

7p.  m.tola.m. 

28,740 

.553 

9.955 

9.402 

270.2 

-33.9 

236.3 

64.4 

1 a.  m.  to  7 a.m. 

28,954 

.611 

5.474 

4.863 

140.9 

- 1.8 

139.1 

37.9 

Total 

113,444  j 

1, 196. 3 

- 1.0 

1,195.3 

325.9 

23-24 

7 a.m.  to  1p.m. 

27,332 

.582 

15.586 

15.004 

410.1 

-t-62.6 

472.7 

128.9 

Ip.  m.  to  7 p.m. 

27,437 

.742 

20. 249 

19.507 

535.2 

-18.5 

516.7 

140.9 

7 p.m.  tol  a.m. 

28,213 

.551 

10.045 

9.494 

267.9 

-46.2 

221.7 

60.5 

la.  m.  to  7 a.m. 

28,899 

.611 

5.817 

5.206 

150.5 

-1-  .2 

150.7 

41.1 

Total 

111,881 

1,363.7 

- 1.9 

1, 361. 8 

371.4 

24-25 

7 a.m.  to  1p.m. 

28,257 

.586 

17. 465 

16.879 

476.8 

+64.1 

540.9 

147.5 

1p.m.  to  7 p.m. 

27, 779 

.561 

19.690 

19. 129 

531.4 

-14.2 

517.2 

141.1 

7 p.  m.tola.m. 

28,359 

.563 

9.542 

8.979 

254.6 

-51.5 

203.1 

55.4 

la.  m.  to  7 a.m. 

28,814 

.599 

5.312 

4. 713 

135.8 

+ 1.1 

136.9 

37.3 

Total 

113, 209 

1,398.6 

- .5 

1,398.1 

381.3 

25-26 

7a.m.tolp.m. 

28,094 

.594 

17. 259 

16.665 

468.2 

+72.5 

540.7 

147.5 

1p.m.  to7p.m. 

27,648 

.586 

22.508 

21.922 

606.1 

-16.8 

589.3 

160.7 

7 p.m.  to  1a.m. 

28,545 

.508 

10.060 

9.552 

272.7 

-49.7 

223.0 

60.8 

1a.m.  to  7 a.  m. 

28,254 

.641 

6. 103 

5.462 

154.-3 

+ 2.7 

157.0 

42.8 

Total 

112,541 

1,501.3 

+ 8.7 

1,510.0 

411.8 

Total,  4 days 

451,075 

5, 459. 9 

+ 5.3 

5,465.2 

1,490.4 
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Tablk  15. — Record  of  water — Metabolisra  experiment  No,  11, 


Date. 

Period. 

(a) 

Ventila- 

tion 

(number 
of  liters 
of  air). 

Water. 

(b) 

In  in- 
coming 
air  (per 
liter). 

(c) 

In  out- 
going 
air  (per 
liter). 

(d)  1 

Excess  I 
in  out- 1 
going  ; 
air  (per 
liter), 
c—b. 

{e)  \ 

Total  ' 
excess  in 
outgo- 
ing air, 
axa. 

(/) 

Con- 

densed 

in 

freez- 

ers. 

Corree- 
tion  for 
water  re- 
maining 
in  cham- 
ber. 

w 1 

Total 

water 

exhaled, 

e-i-/+l7. 

1898. 

Liters. 

Mg. 

Mgs. 

Mg. 

Grams. 

Gravis. 

Gravis. 

Gram”. 

Mar.  22-23 

7 a.  m.  to  1 p.  m. 

27,737 

0.888 

1.459 

0.571 

15.8 

255. 1 

318.4 

589.3 

1 p.  m.  to7p.  m. 

28,013 

.796 

1.315 

.620 

15.0 

304.4 

94.8 

414.2 

7 p.m.  tol  a.  m. 

28, 740 

.689 

1.380 

.691 

19.9 

298.1 

82.8 

400.8 

1 a.m.  to  7 a.  m. 

28.954 

.681 

1.072 

.391 

11.3 

260.7 

82.1 

354.1 

Total 

113,444 

62.0 

1,118.3 

578.1 

1,758.4 

23-24 

7 a.  m.  tol  p.m. 

27,332 

.844 

1.571 

.727 

19.9 

268. 6 

395.8 

684.3 

Ip.  m.  to  7 p.m. 

27,437 

.826 

1.345 

.519 

14.2 

850.4 

159.2 

523.8 

7p.  m.  tola.  m. 

28,213 

.648 

1.270 

.622 

17.6 

341.6 

146.5 

505.7 

1 a.  m.  to  7 a.  m. 

28,899 

.619 

1.092 

.473 

13.7 

298.8 

150.9 

463.4 

Total 

111,881 

I 65.4 

1,259.4 

852.4 

2,177.2 

24-25 

7n.  m.tolp.  m. 

28,257 

.824 

1.640 

.816 

23.1 

318.4 

344.9 

686.4 

Ip.  m.to7p.  m. 

27,779 

.788 

1.409 

.621 

17.2 

357.8 

530.5 

905. 5 

7 p.m.  to  1a.m. 

28,359 

.713 

1.429 

.716 

20.3 

340.8 

- 20.2 

340.9  . 

la.  m.  to  7 a.m. 

28,814 

.670 

1.139 

.469 

13.5 

301.5 

- 16.7 

298. 3 

.\j 

Total 

113,209 

74.1 

1,318.5 

838.5 

2,231.1 

26-26 

7 a.  m.tolp.  m. 

28,094 

.875 

1.862 

.987 

■2-.- 

297.6 

526.0 

851.3 

1p.m.  to7p.m. 

27,648 

.782 

1.463 

.681 

18.8 

367. 3 

500.5 

886.6  i 

7p.  m.  tol  a.m. 

28,545 

.628 

1.374 

.746 

. 21. 3 

342.8 

108.6 

472.7  ^ 

1 a.  m.  to  7 a.  m. 

28,254 

.607 

1.078 

.471 

13.3 

293.6 

119.7 

. 426.6 

Total 

i 112,541 

1 

1 

81.1 

1, 

1,301.3 

1,254.8 

2,637.2  ’ 

Total,  4 days 

451, 075 

282.6 

4,997.5 

3,523.8 

8,803.9 

^ Table  16  gives  the  summary  of  the  calorimetric  measurements  during 
ij  this  experiment: 


j|  Table  16. — Summary  of  c.alorimetric  measurements — Metabolism  experiment  No.  11. 


Pate. 

Period. 

(a) 

Heat 
measured 
in  terms 
of  C«o 

(b) 

Change 
of  tem- 
perature 
of  calo- 
rimeter. 

(c) 

Capacity 
correc- 
tion of 
calorim- 
eter, 
6x60. 

(d) 

Correc- 
tion due 
to  tem- 
perature 
of  food 
and 
dishes. 

(0 

Water 

vaporized 

equals 

total 

amount 

exhaled 

less 

amount 

condensed 

in 

chamber. 

(/) 

Heat 
used  in 
vaporiza- 
tion of 
water, 
ex  0.592. 

Hi) 

Total 

heat 

deter- 

mined, 

a4-c4-d 

4-/. 

1S9S. 

Calorics. 

Degree. 

Calories. 

Calories. 

Gravis. 

Calorics. 

Calories. 

iMar.  22-23 

7 a.m.  to  1 p.  m.. 

1,018.9 

+0. 15 

-1-9.0 

-22. 5 

280.8 

166.2 

1,171.6 

1p.m.  to  7 p.  m.. 

965. 6 

-t-  .25 

4-15.0 

-14.1 

321.6 

190.5 

1,157.0 

7 p.m.  to  1 a.m.. 

534.  6 

- .15 

- 9.0 

313.2 

185.4 

711.0 

1a.m.  to  7 a. m.. 

275. 4 



267.5 

158.4 

433.8 

Total 

2,  794. 5 

-f-15.0 

-36.6 

1, 183. 1 

700.5 

3, 473. 4 

; 23-24 

7 a.m.  to  1 p.m.. 

1,032.5 

+ .20 

4-12.0 

-13.5 

297.3 

176.0 

1,207.0 

1 p.m.  to  7 p.m.. 

1,364.2 

- .40 

-24.0 

- 8.0 

' 364.8 

215.9 

1,548.1 

7 p.m.  to  1 a.m.. 

482. 5 

+ .20 

4-12.0 

...... 

355.7 

210.6 

705.1 

1 a.m.  to  7 a.m.. 

272. 

- .10 

- 6.0 

312.4 

184.9 

451.1 

Total 

3, 151.4 

- 6.0 

-21.5 

1, 33C. 2 

787.4 

3,  911.3 

24-25 

7 a.  m.  to  1 p.m.. 

1,247.6 

-1-  .05 

4-3.0 

-14.4 

349.3 

206.8 

1,443.0 

1 p.m.  to  7 p.m.. 

1,305.5 

- .10 

- 6.0 

- 2.6 

377.5 

223. 5 

1,520.4 

7 p.m.  to  1 a.m.. 

428.9 

+ .15 

4-9.0 

354.9 

210.1 

648.0 

1a.m. to  7 a.m.. 

253.5 

-t-  .05 

4-3.0 

313.3 

185.5 

442. 0 

Total 

3,235.5 

4-9.0 

-17.0 

1,395.0 

825.9 

4,053.4 

25-26 

7 a.m.  to  1 p.m.. 

1, 229. 0 

- .15 

- 9.0 

-11.9 

332.6 

196.9 

1,405.0 

1 p.m.  to 7 p.m.. 

1,436.5 

-1-  .10 

4-6.0 

4-17.7 

389.9 

230.8 

1,691.0 

7 p.m.  to  1 a.m.. 

510^4 

- .10 

- 6.0 

354.1 

209.6 

714.0 

1 a.m.  to  7 a.m.. 

299.3 

- .05 

- 3.0 

306.0 

181.1 

477. 4 

Total 

3,475.2 

-12.0 

4-5.8 

1,382.6 

818.4 

4, 287. 4 

Total,  4 days  . 

12, 656, 6 

4-6.0 

-69.3 

5,290.9 

3, 132. 2 

15, 725.  5 

I Balance  of  income  and  outgo  of  matt&t' and  energy. — The  original 
■lata  of  income  and  outgo  of  matter  and  energy  in  this  experiment 
Ipnay  be  found  in  the  preceding  tables.  Tables  17-20,  which  follow, 
ii^ummarize  the  results  of  the  experiment,  showing  the  estimated  gain 
ur  loss  of  body  material,  and  comparing  the  estimated  energ^^^  of  the 
mnaterial  oxidized  in  the  bod}^  with  the  heat  actually  determined 
ifineans  of  the  respiration  calorimeter.  In  Table  17  the  figures  in  the 
jiHiird  column,  nitrogen  in  urine,  include  the  niti’ogen  of  perspiration, 
i which  amounted  to^ 0.2  gram  per  day;  and  the  figures  for  water  in  rcs- 
*i|)iratory  products  in  the  fifth  column  of  Table  18  include  the  water  of 
i|)er.spiration  which  was  absorbed  and  removed  by  the  underclothing 
f i)f  the  subject,  which  was  changed  each  night."- 

" U.  S.  Dept.  Agr.,  Office  of  Experiment  Stations  Bui.  69,  pp.  24  and  52. 
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Table  \7.— Income  and  outgo  of  nitrogen  and  carhon— Metabolism  experiment  No.  11. 


Time. 

Nitrogen. 

Carbon. 

(a) 

In  food. 

(b) 

In 

feces. 

(0 

urine.* 

(d) 
Gam 
(+)  or 

l08S(  — ) 
O- 

(5+c). 

(«) 

In  food. 

U) 

In 

feces. 

(ff) 

In 

urine. 

(ft) 

In  re- 
spira- 
tory 
prod- 
ucts. 

(ft) 
Gain 
(+)  or 
loss(-). 

1898. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grains. 

Grams. 

Grams. 

Mar.  22-23, 7 a.m.  to  T a.m. 

19.8 

2.2 

17.5 

+0.1 

373.4 

20.1 

12.3 

325.9 

+ 15.1 

23-24, 7 a.  m.  to  7 a.  m. 

19.9 

2.3 

17.1 

+ .5 

373.5 

20.2 

12.0 

371.4 

- 30.1 

24-25, 7 a.  m.  to  7 a.  m. 

19.8 

2.2 

18.3 

— .7 

373.4 

20.1 

12.9 

381.3 

- 40.9 

25-26, 7 a.  m.  to  7 a.  m. 

19.9 

2.3 

19.4 

-1.8 

373.5 

20.2 

13.6 

,411.8 

- 72.1 

Total,  4 days 

79.4 

9.0 

72.3 

-1.9 

1,493.8 

80.6 

50.8 

1,490.4 

-128.0 

Average,!  day 

19.8 

2.2 

18.1 

- .5 

373.5 

20.2 

12.7 

372.6 

- 32.0 

‘Including  nitrogen  in  perspiration,  which  amounted  to  0.2  gram  per  day. 


Table  18. — Income  and  outgo  of  water  and  hydrogen — Metabolism  experiment  No.  11. 


Water. 


Time. 

(a) 

In  food. 

(6) 

In  drink. 

(c) 

In  feces. 

(d) 

In  urine. 

r . 

In  respir- 
atory 
prod- 
ucts.* 

(/) 

Appar- 
ent lo&s, 
a+6— (c 
+d+e). 

1898. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Mar.  22-23,  7 a.  m.  to  7 a.  m 

950.9 

1,200 

99.5 

1,0.50.1 

1, 762. 2 

- 760.9 

23-24,  7 a.  m.  to  7 a.  m 

950.9 

1,400 

99.5 

815.0 

2,190.4 

- 754.0 

24-25,  7 a.  m.  to  7 a.  m 

950.9 

1,400 

99.5 

849.7 

2,256.1 

- 854.4 

25-26,  7 a.  m.  to  7 a.  m 

950.9 

2, 100 

99.5 

861.5 

2, 699. 2 

- 609.3 

Total,  4 da  vs 

3,803.6 

6, 100 

398.0 

3, 576. 3 

8,907.9 

-2,978.6 

Average,  1 dav 

950.9 

1,525 

99.5 

894.1 

2, 227. 0 

- 744. 7 

Time. 

Hydrogen. 

(P) 

In  food. 

w 

In  feces. 

«•) 

In  urine. 

Appar-  i 
entgain,  i 
jr-(ft+t).| 

(m) 

Loss 

from 

water, 

.f^9. 

(n) 
Total 
gain  (+) 
or  loss 
{-),l+m. 

1898. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Mar.  22-23,  7 a.  m.  to  7 a.  m 

55. 6 

2.8 

3.5 

49.3 

84.6 

- 35.3 

23-24,  7 a.  m.  to  7 a.  m 

55.7 

2.8 

3.5 

49.4 

83.8 

- 34.4 

24-25,  7 a.  m.  to  7 a.  m 

55. 6 

2.8 

3.7 

49.1  . 

94.9 

- 4.5.8 

25-26,  7 a.  m.  to  7 a.  m 

55. 7 

2.8 

3.9 

49.0  ! 

G7.  7 

- 18.7 

Total,  4 davs 

222.6 

11.2 

14.6 

196.8 

331.0 

-134.2 

Average,  1 day  

55. 7 

2.8 

3.7 

49.2 

82.7 

- 33.5 

« Includes  water  from  perspiration  in  clothes— 3.8  grams  first  day,  13.2  second  day,  2.3 third  day.  and 
62  fourth  day,  a total  of  104  grams. 
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Table  19.— Gain  or  loss  of  protein  {NX6.S5),  fat,  and  water— MetahoU.m  experiment 

No.  11. 


Time. 

(a) 

Nitrogen 
gained 
(+)  or 
lost  (— ). 

(6) 

Protein 
gained 
(+)  or 
lost  (— ), 
ax  6.25. 

(c) 

Total 
carbon 
gained 
(+)  or 
lost  (— ). 

(d) 

Carbon 
in  pro- 
tein 
gained 
(+)  or 
lost  (— ), 
6x0.53. 

Carbon 
in  fat, 
etc., 
gained 
( + ) or 
lost  (-), 
c — d. 

(/) 

Fat 
gained 
(+)  or 
lost  (— ), 
64-0.765. 

1898. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Mar.  22-23, 7 a.  m.  to  7 a.  m 

+0.1 

+ 0.6 

+ 15.1 

+0.3 

+ 14.8 

+ 19.3 

23-24, 7 a.  m.  to  7 a.  m 

+ .6 

+ 3.1 

- 30.1 

+1.6 

- 31.7 

- 41.4 

24  25, 7 a.  m.  to  7 rf.  m 

— .7 

- 4.4 

- 40.9 

-2.3 

- 38.6 

- .50.5 

25-26, 7 a.  m.  to  7 a.  m 

-1.8 

-11.2 

- 72.1 

-5.9 

- 66.2 

- 86.5 

Total,  4 days 

-1.9 

-11.9 

-128.0 

-6.3 

-121. 7 

-=-159. 1 

Average,  1 day 

- .5 

- 3.0 

- 32.0 

-1.6 

- 30.4 

- 39.7 

Time. 

to) 

Total 
hydrogen 
gained  (+) 
or  lost  (— ). 

(h) 

Hydrogen 
in  protein 
gained  {+) 
or  lost  (— ), 
6x0.07. 

(i) 

Hydrogen 
in  fat 
gained  (+) 
or  lost  (— ), 
yx0.12. 

(k, 

Hydrogen 
in  water, 
etc., 

gained  ( + ) 
or  lost(  — ), 
g-{h+i). 

(1) 

Water 
gained  ( + ) 
orlost(  — ), 
*x9. 

1898. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Mar.  22-23, 7 a.  m.  to  7 a.  m 

- 35.3 

0.0 

+ 2.3 

- 37.6 

- 338.4 

23-24, 7 a.  m.  to  7 a.  m 

- 34.4 

+ .2 

- 5.0 

- 29.6 

- 266.4 

24-25, 7 a.  m.  to  7 a.  m 

- 45.8 

- .3 

- 6.1 

- 39.4 

- 354.6 

25-26, 7 a.  m.  to  7 a.  m 

- 18.7 

- .8 

-10.4 

- 7.5 

— 67.5 

Total,  4 days 

-134. 2 

- .9 

-19.2 

-114. 1 

-1,026.9 

Average,  1 day 

- 33.5 

- .2 

- 4.8 

- 28.5 

- 256. 7 

Table  20. — Income  and  outgo  of  energy — Metabolism  experiment  No.  11. 


Time. 


1898. 

I Mar.  22-23, 7 a.  m.  to  7 a.  m 

23- 24, 7 a.  m.  to  7 a.  m 

24- 2.5, 7 a.  m.  t6  7 a.  m 

: 25-26, 7 a.  m.  to  7 a.  m 

Total,  4 days 

Average,  1 day 


(a) 

(b) 

(c) 

(d) 

(e) 

(/) 

to) 

(6) 

ii) 

Heat  of 
com- 
bustion 
of  food 
eaten. 

Heat 
of  com- 
bustion 
of  feces. 

Heat 
of  com- 
bustion 
of 

urine. 

Esti- 
mated 
heat  of 
com- 
bustion 
of  pro- 
tein 
gained 
( + ) or 
lost(— ) 

Esti- 
mated 
heat  of 
com- 
bustion 
of  fat 
gained 
(+)or 
lost ( — ) 

Esti- 
mated 
energy 
of  ma- 
terial 
oxi- 
dized 
in  the 
body, 
a-(6+ 
c+d+ 
«■)• 

Heat 

deter- 

mined. 

Heat 
deter- 
mined 
greater 
( + ) or 
less(— ) 
than 
esti- 
mated, 

g-I- 

Heat 
deter- 
mined 
greater 
( +)  or 
less(— 1 
than 
esti- 
mated, 
h^f. 

Calo- 

ries. 

Calo- 

ries. 

Calo- 

ries. 

Calo- 

Hes. 

Calo- 

ries. 

Calo- 

ries. 

Calo- 

ries. 

Calo- 

ries. 

Per  ct. 

3,862 

219 

141 

+ 3 

+ 181 

3,318 

3,473 

+155 

+4.7 

3,862 

219 

142 

+18 

- 389 

3,872 

3,911 

+ 39 

+1.0 

3, 862 

219 

118 

-25 

— *175 

4,025 

4,054 

+ 29 

+ .7 

3,862 

219 

132 

-64 

- 813 

4,388 

4,288 

-100 

-2.3 

15,448 

876 

533 

-68 

-1,496 

15, 603 

15,726 

+ 123 

3,862 

219 

133 

-17 

- 374 

3,901 

3,932 

+ 31 

+ .8 

I 

l 
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METABOLISM  EXPERIMENT  NO.  13. 

Subject. — E.  O.,  as  in  experiment  No.  11.  His  weight  without 
clothing  was  70  kilograms  (154  pounds). 

Occupation  during  expct'iment. — Reading,  writing,  etc.,  with  little 
muscular  activity.  The  experiment  was  a so-called  rest  experiment, 
although  the  subject  moved  around  rather  more  than  in  earlier  and 
later  experiments  of  a similar  kind. 

Duration. — ^Three  days,  beginning  at  7 a.  m.  November  8,  1898. 
The  preliminary  period  of  the  experiment  began  with  breakfast, 
November  4.  The  subject  entered  the  calorimeter  on  the  evening  of 
November  7.  It  was  intended  to  continue  this  experiment  four  days, 
but  the  discovery  of  a leak  in  the  ventilating  air  pipe  beyond  the  point 
where  the  samples  for  analysis  were  taken  necessitated  discarding  the 
results  for  the  fourth  day. 

Diet. — The  diet  during  the  experiment  was  quite  similar  to  that  in 
experiment  No.  11,  except  that  it  furnished  117  instead  of  124  grams 
of  protein  and  2,596  instead  of  3,862  calories  of  energ}’-  per  day.  The 
kinds  and  quantities  of  food  served  at  each  meal  and  the  quantities  of 
drink  consumed  each  day  were  as  follows: 


Table  21. — Diet  in  metabolism  experiment  No.  13. 
FOOD. 


Food  materials. 

Breakfast. 

Dinner. 

Supper. 

Total. 

Beef 

Grams. 

100 

Grams. 

135 

Grams. 

Grams. 

235 

Butter 

10 

15 

20 

Milk,  whole 

210 

390 

600 

Milk,  skimmed 

150 

150 

Bread 

50 

100 

125 

275 

60 

25 

25 

20 

10 

10 

40 

DRINK. 


Time. 

Coffee 

infusion. 

Water. 

Time. 

Coffee 

infusion. 

Water. 

Grams. 

Grams. 

Grams. 

Grams. 

300 

Supper  

300 

200 

10. 00  p.  m 

200 

Dinner 

300 

900 

600 

3.30  p.  m 

200 

The  general  routine  of  the  experiment  is  indicated  in  the  following 
schedule.  The  statistics  of  the  diary  kept  by  the  subject  are  sum- 
marized in  Table  23. 


Tahi.k  22. — IktiUj  programim — Metabolism  e.vperimetit  Mo.  IS. 


' ’ 1 ’ 

7.00  a.  Ill Rise,  i>a.s.s  urine,  weigh  .self 

3.30  p.  m 

Drink  200  grams  water. 

stripped,  eolleet  drip,  weigh 

0.30  p.  in 

Supper. 

ab.sorbers. 

7.00  p.m 

Pa.ss  urine,  collect  drip,  weigh 

7.^5  a.  in Breakfiust. 

absorbers. 

10.30  a.  m ' Drink  'iOO  grams  water. 

10.00  p.  m 

Drink  200  grams  water,  weigh 

1 00  p.  m I'a.ss  urine,  collect  drip,  weigh 

self  stripped,  take  cap  off  food 

absorbers. 

aperture, 'retire. 

1.30  p.m Dinner. 

1 .00  a.  m 

Pa.ss  urine. 

Table  2:i.—Summarii  of  diary— Metabolism  experiment  No.  13. 


Weight  of  subject. 

Pulse 

Temper- 

ature. 

Hygrometer 

readings. 

Time. 

Without 

clothes. 

With 

clothes. 

rate  per 
minute. 

Dry  bulb. 

Wet  bulb. 

1898. 

Kilograms. 
69. 30 

Kilograms. 
72.  .50 

bl 

0 

96.0 

°C. 

20.4 

°C. 

15.0 

in  an  « m 

65 

96.6 

20.8 

15.5 

66 

99.2 

20.0 

1.5.6 

60 

98.6 

20.4 

16.0 

20.6 

15.8 

60 

97.0 

69.  .60 
68.59 

56 

95.6 

20.0 

1,5.2 

63 

97.6 

19.8 

15.4 

65 

97.4 

20.7 

15.4 

68 

97.0 

20.8 

1,5.6 

64 

97.5 

20.0 

15.4 

69. 71 
68. 91 

58 

96.0 

19.5 

14.6 

65 

96.6 

20.1 

15.0 

68 

98.0 

20.6 

15.4 

61 

97.9 

20.2 

15.3 

62 

97.8 

19.6 

15.0 

69. 16 

69. 00 

bl 

9.5.9 

19.5 

14.6 

10.30  a.  m 

64 

96.8 

19.6 

14.6 

2.00  p.  ni 

65 

98.6 

20.0 

16.1 

98.0 

20.0 

16.0 

9.00  p.  ni 

69 

98.6 

20.8 

16.7 

10.00  p.  Ill 

. 69.58 

73. 40 

Detailed  data  of  income  and  outgo. — The  weight,  composition,  and 
heat  of  combustion  of  the  food  eaten  and  of  the  feces  are  shown  in 
the  following  tables.  As  has  already  been  stated,  the  mtention  was 
to  continue  the  experiment  four  days,  but  the  discovery  of  a leak  in 
the  ventilating  air  pipe  made  all  results  after  7 a.  m.  of  November  12 
unreliable.  As  the  discovery  of  the  accident  was  made  after  breakfast, 
it  was  not  practicable  to  administer  charcoal  for  the  separation  of  the 
feces  until  supper  on  November  12.  The  food,  however,  during  this 
day  was  the  same  in  kind  and  amount  as  during  the  previous  days  of 
the  experiment  proper,  and  a considerable  portion  of  the  time  was 
passed  within  the  respiration  chamber. 
i:k)07— No.  109— 02 3 


Table  24. — Weight,  composition,  and  heat  of  combustion  of  foods — Metabolism  experiment 

No.  IS. 


Lab- 

ora- 

torv 

No. 

Food  materials. 

Weiglit 
per  day. 

Water. 

Pro- 

tein. 

Fat. 

Carbo- 

hy- 

drates. 

Nitro- 

gen. 

Car- 

bon. 

Hydro- 

gen. 

Heat  of 
combus- 
tion. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Calories. 

2902 

Beef 

235 

166. 1 

59.0 

4.7 

Q 40 

33  7.5 

4 

2956 

Butter 

4.5 

.5 

38.3 

.09 

28.60 

4.54 

351 

2959 

Milk  (whole  and 

skimmed) 

750 

650.3 

27.0 

24.0 

42.8 

4.35 

51.98 

7.80 

565 

•2963 

Bread 

275 

102.3 

23.6 

14.0 

131.7 

3.79 

81.10 

11.91 

816 

2900 

Maize  breakfa.st 

food 

50 

2.9 

5.6 

4.1 

36.5 

.89 

22.41 

3. 21 

223 

2961 

Cookies 

25 

1.3 

1.4 

2.7 

19.2 

.22 

11.16 

1.67 

112 

Sugar 

40 

40.0 

16.84 

2.59 

158 

Total 

1,420 

927.4 

117.1 

87.8 

270.2 

18.74 

245.84 

36.58 

2,596 

Table  25. — Weight,  composition,  and  heat  of  combustion  of  feces — Metabolism  experiment 

No.  13. 


Lab- 

ora- 

tory 

No. 

1 

Weight  ,vatpr 
of  feces. : " 

Pro- 

tein. 

Fat. 

Carbo- 

hy- 

drates. 

Nitro- 

gen. 

Car- 

bon. 

Hydro- 

gen. 

Heat  of 
combus- 
tion. 

Grams.  ! Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Calories. 

2985 

Total,!  da  vs 

296  , 206.6 

27. 5 

24.6 

20.7 

4.41 

44.52 

6.33 

500 

Average,!  day... 

74  j 51.7 

6.9 

6.2 

5.2 

1.10 

11.13 

1.58 

125 

It  has  proved  a diffic-ult  matter  to  preserve  urine  so  that  there  shall 
l)e  no  decomposition  of  the  urea  into  ammonium  carbonate.  About  2 
cubic  centimeters  of  commercial  formalin  was  added  to  the  composite 
sample  of  the  urine  for  each  da}'  as  a preservative,  but  owing  to  una- 
voidable delays  it  was,  in  many  instances,  impossible  to  determine  the 
heat  of  combustion  of  dailj'  samples  until  some  days  after  the  experi- 
ment closed.  In  experiment  No.  13  the  heat  of  combustion  of  the  com- 
posite sample  for  the  four  days  was  found  to  be  0.081  calorie  per  gram 
fresh  urine,  corresponding  to  677  calories  for  the  total  urine  for  the 
period.  Later  determinations  of  the  heat  of  combustion  of  the  daily 
composites  gave  results  showing  that  a decomposition  of  the  urine  had 
been  going  on.  This  decomposition  was  not  shown  by  a loss  of  any 
appreciable  amount  of  nitrogen,  the  decomposition  products  remaining 
largely  in  solution.  The  heat  of  combustion  of  the  urine  was,  however, 
lai'gely  reduced.  This  is  easily  understood  by  comparing  the  heat  of 
combustion  of  urea  with  that  of  ammonium  carbonate,  the  former 
having  a heat  of  combustion  of  2.537  caloides  per  gram  as  compared 
Avith  0.75  for  the  latter  as  actually  determined  in  one  sample  of  com- 
mercial ammonium  carlionate.  In  this  experiment,  therefore,  the 
heat  of  combustion  of  urine  for  each  day  is  computed  after  the  same 


niiumer"  us  the  carbon,  h\xlrogen,  and  water-free  substance  for  each 
da}”  in  other  words,  it  is  assumed  to  vary  with  the  nitrogen  and  in 
the  same  relative  proportion. 

Table  26.— ^1wouh<,  specific  gravitij,  and  nitrogen  of  urine  by  six-hour  periods— Metab- 
olism e.vperinient  No.  IS. 


Date. 

Period. 

Amount 
of  urine.: 

Specifle 

gravity. 

Nitrogen  content. 

1898. 

Grams. 

Per  cent. 

Grams. 

Nov.  8 

767.2 

1. 015 

0.78 

5.98 

1 p.  m.  to  7 p.  

918.0 

1.012 

.68 

6.24 

855.2 

.70 

5.99 

In.  m.  to  7 a.  m 

175.3 

1.023 

1.65 

2. 89 

2, 715. 7 

21.10 

Total  by  composite 

2, 715. 7 

1.012 

.Ti 

20. 91 

7 a.  m.  to  1 p.  m 

503.6 

1.020 

.91 

4.58 

Ip.  m.  to  7 p.  

550.5 

1.017 

.96 

5.29 

9-10 

7 p.  m.  to  1 a.  m - 

708.2 

1.012 

.82 

5. 81 

10 

la.  m.  to  7 a.  m 

223.8 

1.018 

1.39 

3. 11 

1,986.1 

18. 79 

Total  by  composite 

1, 986. 1 

1.013 

.95 

18.87 

7 a.  m.  to  1 p.  m — 

524.2 

1.014 

.88 

4. 61 

1 p.  m.  to  7 p.  m 

405.5 

1.022 

1.27 

5. 15 

10-11 

7 p.  m.  to  1 a.  m 

647.7 

1.014 

.91 

5.90 

11 

1 a.  m.  to  7 a.  m 

376.4 

1.010 

.79 

2.97 

1, 953. 8 

18.63 

Total  bv  composite 

1,953.8 

1.015 

.95 

18.56 

7 a.  m.  to  1 p.  m 

653.0 

1.013 

.75 

4.90 

1 p.  m.  to  7 p.  m 

374.3 

1.022 

1.33 

4.98 

11-12 

7 p.  m.  to  1 a.  m 

403.0 

1.020 

1.18 

4. 75 

12 

1 a.  m.  to  7 a.  m 

275.8 

1.017 

1.22 

3.36 

1, 706. 1 

17.99 

Total  by  composite 

1, 706. 1 

1.016 

1.05 

17. 91 

Total,  4 days,  by  periods 

76.51 

Composite,  4 days 

8, 361.7 

.90 

75.26 

Table  27. — Daily  elimination  of  carbon,  hydrogen,  vjater,  and  energy  in  urine — Metab- 
olism experiment  No.  13. 


Date. 

Amount 
of  urine. 

Carbon. 

Hydrogen. 

0 

Water. 

Heat  of  combustion. 

Per  gram. 

Total. 

1898. 

Grams. 

P.ct. 

Grams. 

P.ct. 

Ch-ams. 

P.ct. 

Grams. 

Calorie. 

Calories. 

2,715.7 

16.38 

4.6 

2, 629. 2 

187 

9-10  

1,986.1 

14. 58 

4.1 

1,909.1 

166 

10-11  

1, 953. 8 

14. 45 

4.1 

1, 877. 6 

165 

11-12  

1,706.1 

13.  96 

3.9 

1,632.4 

159 

Total,!  da  vs 

8,361.7 

0.71 

59. 37 

0.20 

16.7 

96.28 

8, 048. 2 

0.081 

677 

The  amounts  of  carbon  dioxid  and  water  of  respiration  and  perspi- 
ration dui'ing  the  different  periods  in  this  experiment  are  shown  in 
Tables  28-30.  There  was  but  little  condensation  of  water  upon  the 
ab.sorbers  and  no  “drip.’- 
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Table  28. — Comparison  of  residual  amounts  of  carbon  dioxid  and  water  in  the  chamber 
at  the  beginning  and  end  of  each  period,  and  the  corresponding  gain  or  loss — Metabolism 
experiment  No.  13. 


Date. 

End  of  period. 

Carbon  dioxid. 

Water. 

Total 

amount 

in 

cham- 

ber. 

Gain  ( + ) 
or  loss  ( — ) 
over  pre- 
ceding 
period. 

Total 
amount  of 
vapor  re- 
maining in 
chamber. 

Gain  (4-) 
or  loss  { — ) 
over  pre- 
ceding 
period. 

Change  in 
weight  of 
absorbers, 
gain  (4-) 
or  loss  (— ). 

Total 
amount 
gained  (4-) 
or  lost  (— ) 
during  the 
period. 

3898. 

Grains. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Nov.  8-  9 

7 a.  m 

30.8 

37.6 

1 p.  m 

38.8 

+ 8.0 

40.3 

4-2.7 

4-35 

4-37.7 

7 p.  m 

41.0 

+ 2.2 

42.8 

4-2.5 

4-45 

4-47.5 

1 a.  m 

27.6 

-13.4 

43.6 

4-  .8 

4-  2 

4-  2.8 

7 a.  m 

26.1 

- 1.5 

36.9 

-6.7 

4-  2 

- 4.7 

Total 

- 4.7 

-•.7 

4-84 

4-83.3 

9-lC 

1 p.  m 

38.3 

-M2. 2 

40.1 

4-3.2 

4-  7 

4-10.2 

7 p.m 

37.1 

- 1.2 

41.1 

4-1.0 

-39 

-38.0 

1 a.  m 

27.6 

- 9.5 

39.2 

-1.9 

-10 

-11.9 

7 a.m 

28.5 

-f  .9 

37.2 

-2.0 

-10 

-12.0 

Total 

4-2.4 

H"  • 3 

-52 

-51.7 

10-11 

1 p.m 

36.4 

4-7.9 

38.6 

4-1.4 

4-48 

4-49.4 

7 p.m 

39.8 

4-  3.4 

38.8 

4-  .2 

4-12 

4-12.2 

1 a.  m 

29.1 

-10.7 

38.3 

- .5 

-23 

-23.5 

7 a.m 

29.7 

4-  .6 

35.6 

-2.7 

-24 

-26.7 

Total 

4-  1.2 



-1.6 

■fl3 

4-11.4 

Table  29. — Record  of  carbon  dioxid  in  ventilating  air  current — Metabolism  experiment 

No.  13. 


Date. 

Period. 

(a) 

Ventila- 

tion 

(number 
of  liters 
of  air). 

Carbon  dioxid. 

In  incoming 
air. 

(d) 

In  out- 
going 
air. 

(e) 

Total 
excess 
in  outgo- 
ing air, 
d—c. 

(/) 

Correc- 
tion lor 
amount 
remain- 
ing in 
cham- 
ber. 

(9) 

Corrected 
amount 
exhaled 
by  sul> 
ject, 
e+f. 

(ft) 

Total 

weight 

ex- 

haled. 

(b) 

Per 

liter. 

(c) 

Total, 

axb. 

1898. 

Liters. 

Mg. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Nov.  8-  9 

7 a.m. to  1 p.  m. 

26,872 

0. 641 

17.2 

239.3 

222.1 

+ 8.0 

230.1 

62.7 

1 p.m.  to  7 p.  m. 

26,795 

.623 

16.7 

239.1 

222.4 

4-  2.2 

224.6 

61.3 

7 p.m. to  1 a.  m. 

27,554 

.579 

16.0 

216.5 

200.5 

-13.4 

187.1 

51.0 

1 a.m.  to  7 a.  m. 

27,448 

.618 

16.9 

145.9 

129.0 

- 1.5 

127.5 

34.8 

Total 

108,669 

66.8 

840.8 

774.0 

- 4.7 

769.3 

209.8 

9-10 

7 a.m.  to  1 p.m. 

26, 372 

T622 

16.4 

215.9 

199.5 

~^12.2 

211.7 

57.7 

1 p.m.  to  7 p.m. 

26,072 

.633 

16.5 

216.9 

200.4 

- 1.2 

199.2 

54.3 

7 p.m.  to  1 a.m. 

27,920 

.599 

16.7 

223.3 

206.6 

- 9.5 

197.1 

53.8 

1 a.m.  to  7 a.m. 

27, 549 

.659 

15.4 

145.8 

130.4 

-t-  .9 

131.3 

35.8 

Total 

107,913 

65.0 

801.9 

736.9 

4-2.4 

739.3 

201.6 

10-11 

7 a.m.  to  1 p.m. 

27,290 

.592 

16.2 

221.5 

205.3 

4-7.9 

^2 

58.1 

1 p.m.  to  7 p.m. 

26,362 

.591 

15.6 

218.4 

202.8 

4-  3.4 

206.2 

66.2 

7 p.m.  to  1 a.m. 

28,340 

.551 

15.6 

224.5 

208.9 

-10.7 

198.2 

54.1 

1 a.m.  to  7 a.m. 

26,904 

.579 

15.6 

145.7 

130.1 

4-  .6 

130.7 

35.7 

Total 

108, 896 

63.0 

810.1 

747. 1 

4-  1.2 

748.3 

204.1 

Total,  3 days . 

325,478 

194.8 

2,452.8 

2,258.0 

- 1.1 

2,256.9 

615.5 
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Table  30.  —Record  of  water  in  ventilating  air  current— Metabolism  exj)eriment  No.  13. 


Date. 

Period. 

Ventilation  (number  of  ^ 

liters  of  air). 

■ 

Water  in  in- 
coming air. 

Water  in  outgoing  air. 

1 

Total  excess  water  in  ^ 
outgoing  air, /—c. 

Correction  for  water  re- 
maining  in  chamber.  £ 

Total  water  of  respira- 
tion and  perspiration,  3 
g+h.  ^ 

Per  liter.  2 

(0 

X 

c 

s 

o 

Eh 

(d) 

S3  N 

o 

CJ  ^ 

.!«- 

C'C 

CB 

® ® 
o fc- 

C'O  O 

(e) 

c Si 
° S 

2 - 

i’S 

3 s ■ 

S'O  « 
< 

(/) 

+ 

c 

1898. 

Liters. 

Mgs. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Nov.  8-9 

7 a.  m.  to  1 p.  m. 

26,872 

1. 135 

30.5 

166.9 

50.5 

217.4 

186..9 

+37.  7 

224.6 

1 p.  m.  to  7 p.  m. 

26, 795 

1.108 

29.7 

164.8 

44.7 

209.5 

179.8 

-f47.5 

227. 3 

7 p.m.  £bl  a.  m. 

27,554 

1.040 

28.7 

197.1 

50.5 

247.6 

218.9 

-f  2.8 

221.7 

1 a.  m.  to  7a.m. 

27,448 

.980 

26.9 

157.6 

43.5 

201.1 

174.2 

- 4.7 

169.5 

Total ;... 

108, 669 

115.8 

686.4 

189.2 

875. 6 

759.8 

-P83.3 

843.1 

9-10 

7 a.m.tol  p.m. 

26,372 

1.015 

26.7 

167.8 

46.5 

214.3 

187.6 

4-10.2 

197.8 

1 p.m.  to 7 p.m. 

26,072 

1.045 

27.2 

160.7 

44.7 

205. 4 

178.2 

-38.0 

140.2 

7 p.m.  to  1 a.m. 

27,920 

1.073 

30.0 

181.9 

50.7 

232.6 

202.6 

-11.9 

190.7 

1 a.m.  to 7 a.m. 

27,549 

.970 

26.7 

165.7 

41.1 

206.8 

180.1 

-12.0 

168.1 

Total 

107,913 

110. 6 

676.1 

183.0 

859.1 

748.5 

-51.7 

696.8 

10-11 

7 a.m.  to  1 p.m. 

27,290 

1.013 

27.6 

163.1 

49.0 

212. 1 

184.5 

4-49.4 

233.9 

1 p. m.  to7  p.m. 

26, 362 

1.082 

28.5 

171.7 

43.3 

215.0 

186.5 

4-12. 2 

198.7 

7 p.m.  tol  a.m. 

28,340 

1.022 

29.0 

183.8 

51.0 

234.8 

205.8 

-23. 5 

182.3 

1 a.m. to 7 a.m. 

26, 904 

.890 

23.9 

152.7 

38.2 

190.9 

167.0 

-26.7 

140  3 

Total 

108,896 

109.0 

671.3 

181.5 

852.8 

743.8 

4-11.4 

755. 2 

Total,  3 days.. 

325,478  j 

335.4 

2, 033. 8 

553.7 

2,587.5 

2,252.1 

4-43.0 

2, 295. 1 

88 


Table  31  sunmiarizes  the  result  of  the  calorimetric  measurements 
during  this  experiment. 

Table  81. — Siumnary  of  calorimetric  measuremevif<—MeiaboUfim  experiment  No.  13. 


Date. 

Period. 

(a) 

Heat 
measured 
in  terms 
of  Coo. 

(6) 

Change 
of  tem- 
perature 
of  calo- 
rimeter. 

(0 

Capacity 
correc- 
tion of 
calorime- 
ter, 6x60. 

(rf) 

X 

Correc- 
tion due 
to  tem- 
perature 
of  food 
and 
dishes. 

\t  ater 
vaporize  d 
equals 
total 
amount 
exhaled 
less 

amount 
condensed 
in  cham- 
ber. 

■ (/)_ 

Heat 
u.sed  in 
vapori- 
zation of 
water, 
cxO.592. 

(g) 

Total 

heat 

deter- 

mined, 

a4-c4-(f 

+/• 

1898. 

Calories. 

Degree. 

Calories. 

Calories. 

Grams. 

Calories. 

Calories. 

Nov.  8-9 

7 a.  m.to  1 p.m 

530.2 

-t-0.02 

4-1.2 

- 30.3 

189.6 

112.2 

613.3 

1 p.  m.  to  7 p.  ni 

570. 7 

00 

0 

- 43.4 

182.3 

108.0 

635. 3 

7 1),  m.  to  1 n.  m 

461.8 

- .04 

-2.4 

219. 7 

130.1 

589.5 

la. m.to  7 n.m 

293.4 

+ .02 

4-1.2 

167.5 

99.2 

393.8 

Total 

1,856.1 



- 73.7 

7.59. 1 

449.5 

2,231.9 

9-10 

7 a.  m . to  1 p.  m 

485. 

+ .01 

4-  .6 

- 30.8 

190.8 

112. 5 

568.1 

1 p.  m.  to  7 p.  ni 

493.5 

- .01 

- .6 

- 43.3 

179.2 

106.1 

555. 7 

7 p.  m.  to  1 a.  Ill 

454.4 

- .03 

-1.8 

200.7 

118.8 

571.4 

1 a.  m.  to  7 a.  iii 

308.8 

-1-  .04 

4-2.4 

178.1 

105. 4 

416.6 

Total 

1,742.5 



4-  .6 

- 74.1 

748. 8 

442. 8 

2,111.8 

10-11 

7 a.  m.  to  1 p.  Ill 

485.3 

+ .04 

4-2.4 

- 29.2 

185.9 

110.1 

568.6 

1 p.ni.  to  7 p.  m 

496.1 

- .07 

-4.2 

- 44.8 

186.7 

110.5 

657.6 

7 p.  m.  to  1 a.  Ill 

439.7 

4-  .10 

4-6.0 

205. 3 

121.5 

567.2 

1 a.  m.  to  7 a.  m 

320.9 

- .05 

-3.0 

164.3 

97.3 

415.2 

Total 

1,742.0 

4-1.2 

- 74.0 

742.2 

439.4 

2,108.6 

Total,  3days. 

5,340. 6 

4-1.8 

-221.  S 

2,250.1 

1,331.7 

6, 452. 3 

Balance  of  income  and  outgo  of  matter  and  eixergy. — The  calculated 
income  and  outgo  of  nitrogen,  carbon,  hydrogen,  and  energy  are  shown 
in  the  Tables  32-35. 

The  subject  was  not  as  nearly  in  nitrogen  equilibrium  as  in  man}'^  of 
the  previous  experiments,  and  the  loss  of  nitrogen  on  the  first  da}’'  of 
the  experiment  was  much  greater  than  on  the  2 days  following.  In 
connection  with  these  experiments  it  has  become  a matter  of  frequent 
observation  that  the  elimination  of  nitrogen  in  the  urine  seems  to  be 
affected  by  numerous  causes  little  understood.  Thus  in  this  experi- 
ment the  elimination  of  nitrogen  in  the  urine  during  the  1 days 
preliminary  to  the  experiment  amounted  to  15.3,  14.8,  20.9,  and  21.4 
grams,  respectively,  while  the  nitrogen  eliminated  in  the  urine  during 
the  3 days  of  the  experiment  proper  amounted  to  21.1,  18.8,  and  18.6 
grams,  respectively.  It  is  difficult  to  understand  the  exact  cause  for 
the  large  elimination  of  nitrogen  during  the  2 days  preceding  the 
experiment  and  the  first  day  in  the  apparatus.  It  was  doubtless  due 
to  some  physiological  or  psychic  cause,  but  well  illustrates  the  large 
fluctuation  which  may  occur  in  the  excretion  of  nitrogen  without 
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change  of  diet.  It  is  possible  that  nervous  excitement  may  afl'ect  the 
excretion  of  nitrogen  and  that  the  increased  elimination  of  nitrogen 
here  observed  may  have  been  due  in  part  to  an  incident  which  pro- 
duced such  excitement  at  about  this  time.  A recent  experiment ‘by 
one  of  us  (F.  G.  B.),  however,  regarding  the  etfect  of  nervous  excite- 
ment on  the  elimination  of  nitrogen  gave  negative  results.  In  experi- 
ment Xo.  13  the  elimination  of  nitrogen  on  the  fourth  day,  the  day  on 
which  the  experiment  would  have  terminated  had  there  not  been  an 
accident,  was  18  grams,  a smaller  amount  than  on  any  of  the  preceding 
days. 

Table  82. — Income  and  outgo  of  nitrogen  and  carbon — Metabolism  experiment  No.  13. 


Xitrogen.  Carbon. 


Time. 

(a) 

In 

food. 

(b) 

In 

fece.s. 

(c) 

In 

urine. 

id) 
Gam 
(-1-)  or 
loss  (— ) 
a- (5 
+c). 

(e) 

In 

food. 

(/) 

In 

feces. 

(17) 

In 

urine. 

W 

In  re- 
spira- 
torv 
prod- 
ucts. 

Gam 
(+)  or 
loss(— ) 
e-(/+ 

9+h). 

1898. 

Grams. 

Grams. 

Grams. 

Grams. 

Grai7is. 

Grams. 

Grams. 

Grams. 

Gi-ams. 

Nov.  8-9, 7 a.  m.  to  T a.  m — 

18.7 

1.1 

21.1 

-3.5 

24.5.8 

11.1 

16.4 

209.8 

4-8.5 

9-10,7  a.m.to  7 a.  m. .. 

18.8 

1.1 

18.8 

-1.1 

245. 9 

11.2 

14.6 

201. 6 

4-18.5 

10-11,7  a.m.to  7 a. m.. 

18.7 

1.1 

18.6 

-1.0 

24.5.8 

11.1 

14.4 

204.1 

4-16.2 

Total, 3 clays 

•o6.2 

3.3 

58.5 

-5.() 

737.5 

33.4 

45.4 

615.5 

4-43.2 

Average,  Iriay.. 

18.7 

1. 1 

19.5 

-1.9 

245.8 

11.1 

1.5.1 

205. 2 

4-14.4 

Table  33. — Income  and  outgo  of  water  and  hydrogen — Metabolism  experiment  No.  IS. 


Time. 

Water. 

(a) 

In 

food. 

(b) 

In 

drink. 

(C) 

In 

feces. 

(d) 

In 

urine. 

In  respir- 
atory 
prod- 
ucts. 

(/) 

Appar- 
ent loss, 
a-t-5— 
(c4-d4-e). 

1898. 

Grams. 

Gram  if. 

Grams. 

Grams. 

Grams. 

Grams. 

Nov.  8-9,  7 a.  m.  to  7 a.  m 

927.4 

1,499.2 

51.7 

2,629.2 

843.1 

-1, 097. 4 

9-10, 7 a.  m.  to  7 a.  m 

927.4 

1,500.0 

51.7 

1, 909. 1 

696.8 

- 230.2 

10-11, 7 a.  m.  to  7 a.  m 

927.4 

1,500.0 

51.  7 

1,877.5 

7,55. 2 

- 257.0 

Total,  3 da  vs 

2, 782. 2 

4,499.2 

155. 1 

6,415.8 

2,295.1 

-1,584.6 

.\’-erage,  1 day 

927.4 

1,499.7 

51.  7 

2, 138. 6 

765. 0 

- 528.2 

Hydrogen. 

(9) 

W 

(0 

(0 

(m) 

(«) 

Time. 

Appar- 

Loss 

Total 

In 

In 

In 

ent  gain. 

from 

gain  (4-) 

food. 

feces. 

urine. 

9— 

water. 

or 

(i  + i). 

/■^9. 

loss  (-), 
l+m  . 

1898. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Nov.  8-9,  7a.  m.  to  7 a.  m 

36.6 

1.6 

4.6 

4-30.4 

-121.9 

-91.5 

9-10,  7 a.  m.  to  7 a.  m 

36.6 

1.6 

4.1 

4-30.9 

- 2,5.6 

4-  5.3 

10-11.  7 a.  m.  to  7 a.  m 

36.6 

1.6 

4.1 

-1-30. 9 

- 28.6 

4-  2.3 

Total,  3 days 

109.8 

4.8 

12.8 

4-92. 2 

-176.1 

-83. 9 

Average,  1 dav 

36.6 

1.6 

4.3 

+30.7 

- 58.7 

-28. 0 
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Table  ‘d-l.—Gain  or  loss  of  protein  {NX6.S5),  fat,  and  water— Metabolism  experiment 

No.  13. 


• 

Time. 

(«) 

Nitrogen 
gained 
( + ) or 
lost  (— ). 

V>) 

Protein 
gained 
( + ) or 
lost  ( — ), 
ax6.25. 

(c) 

Total 
carbon 
gained 
X+)  or 
lost(-). 

id) 

Carbon 
in  pro- 
tein 
gained 
( + ) or 
lo.st  (-), 
6x0.53. 

Carbon 
in  fat, 
etc., 
gained 
(+)  or 
lost  (— ), 
c—d. 

(/) 

Fat 

gained 
,(  + ) or 
lost  (— ), 
c 4-0.765. 

1898. 

Orams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Nov.  8-9,  7 a.  m.  to  7 a.  m 

-3.5 

-21.9 

+ 8. 5 

. -11.6 

+20.1 

+26.3 

9-10, 7 a.  m.  to  7 a.  m 

-1.1 

- 6.9 

-t-18.5 

- 3.7 

+22.2 

+29.0 

10-11,  7 a.  m.  to  7 a.  m 

-1.0 

- 6.2 

+16.2 

- 3.3 

+19.5 

+25.5 

Total,  3 dav.*; 

-5.6 

-35.0 

+43.2 

-18.6 

+61.8 

+80.8 

Average,  1 dav 

-1.9 

-11.7 

+14.4 

- 6.2 

+20.6 

+26. 9 

Time. 

iff) 

Total 
hydrogen 
ga'ined  (+) 
or  lost  (— ). 

(6) 

Hydrogen 
in  protein 
gained  (+) 
or  lost  (— ), 
6x0.07. 

ii) 

Hydrogen 
in  fat 
gained  (+) 
or  lost  (— ), 
/XO.12. 

ik) 

Hydrogen 
in  water, 
etc., 

gained  (+) 
or  lost  (— ), 
g-ih+i). 

H) 

Water 
gained  (+) 
or  lost  (-), 
6x9. 

1898. 

Grams. 

Grams. 

Grams. 

Gramx. 

Grams. 

Nov.  8-9,  7 a.  m.  to  7 a.  m 

-91.5 

-1.5 

+3.2 

-93. 2 

-838.8 

9-10,  7 a.  m.  to  7 a.  m 

+ 5.3 

- .5 

+3.5 

+ 2.3 

+ 20.7 

10-11,  7 a.  m.  to  7 a.  m 

+ 2.3 

-•  .4 

+3.0 

- .3 

- 2.7 

Total,  3 days 

-83.9 

-2.4 

+9.7 

-91.2 

-820.8 

-Average,  1 dav 

-28.0 

+3.2 

-30.4 

-273. 6 

Table  35. — Income  and  outgo  of  energy — Metabolism  experiment  No.  13. 


Time. 

(a) 

Heat 

of 

com- 
bus- 
tion of 
food 
eaten. 

ib) 

Heat 

of 

com- 
bus- 
tion of 
feces. 

(c) 

Heat 

of 

com- 
bus- 
tion of 
urine. 

id) 

Esti- 

mated 

heat 

of 

com- 
bus- 
tion of 
pro- 
tein 
gained 
(+)  or 
lost 
(-)■ 

ie) 

Esti- 
mated 
heat  of 
com- 
bus- 
tion of 
fat 

gained 
( + )or 
lost 
(-)• 

(/) 

Esti- 
mated 
energy 
of  ma- 
terial 
oxi- 
dized 
in  the 
body, 
a-(6+ 
c+ 

(i+«). 

(i7) 

Heat 

deter- 

mined. 

(A) 

Heat 
deter- 
mined 
great- 
er (+) 
or  less 

than 

esti- 

mated, 

ff-f- 

(0 

Heat 
deter- 
mined 
great- 
er (+) 
or  less 

than 

esti- 

mated, 

6+r. 

Colo- 

Cain- 

Cain- 

Calo- 

Cato- 

Calo- 

Calo- 

Calo- 

Per 

1898. 

vies. 

ric8. 

Hex. 

rie.8. 

Ties. 

vies. 

Ties. 

vies. 

cent. 

Nov.  8-9,  7 a.  m.  to  7 a.  m . . 

2,596 

125 

187 

-126 

+247 

2, 163 

2,232 

+ 69 

+3.2 

9-10,  7 a.  m.  to  7 a.  m . 

2, 596 

125 

166 

- 40 

+273 

2,072 

2,112 

+ 40 

+2.0 

10-11,7  a.  m.  to  7 a.  m . 

2,596 

125 

165 

- 35 

+240 

2, 101 

2,108 

+ 7 

+ .3 

Total,  3 dav.s 

7,788 

375 

518 

-201 

+760 

6,336 

6,452 

+116 

■Average,  1 dav 

2,  .596 

125 

173 

— 67 

+253 

2, 112 

2, 151 

+ 39 

+1.8 

METABOLISM  EXPERIMENT  NO.  14. 

Subject. — E.  O.,  who  served  as  the  subject  in  experiments  Nos.  11 
and  13  here  reported.  His  weight  without  clothing  was  about  64  kilo- 
grams (141  pounds).  It  will  be  noticed  that  he  had  lost  about  6 kilo- 
grams in  weight  between  the  last  experiment  and  this  one.  During 
the  intervening  time  he  had  a .severe  cold. 
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Occupation,  during  expeidment. — Reading  and  writing,  with  as  little 
muscular  and  mental  activiU'  as  possible.  The  subject  was  consider- 
ably more  quiet  during  this  rest  experiment  than  during  the  previous 
one. 

lyuration. — Four  daj^s,  beginning  at  7 a.  m.,  December  20,  1898. 
The  preliminary  period  continued  3 days,  beginning  with  breakfast, 
December  17,  1898.  The  subject  entered  the  respiration  chamber  on 
the  evening  of  Deoember  19. 

— The  diet  during  the  experiment  was  much  the  same  as  during 
the  previous  experiment,  and  furnished  94  grams  of  protein  and  2,513 
calories  of  energy  per  day.  The  kinds  and  quantities  of  food  served 
at  each  meal  and  the  quantities  of  drink  consumed  each  day  were  as 
follows: 

Table  .S6. — Diet  in  metabolism  experimetit  No.  14- 


FOOD. 


Food  materials. 

Breakfast. 

Dinner. 

Slipper, 

Total. 

Grams, 

55 

Grams. 

105 

Grams. 

Grams. 

160 

•20 

25 

25 

70 

200 

250 

450 

95 

105 

110 

310 

50 

50 

30 

30 

20 

20 

2-t 

64 

DRINK. 


Time. 

Coffee 

infusion. 

Water. 

Time. 

Coffee 

infusion. 

Water. 

Breakfa.st 

Grams. 

300 

Grams. 

Supper  

Grams. 

300 

Grams. 

10.30  a.  m 

200 

10. (X)  p.  Ill 

200 

Dinner 

300 

Total  ff>r  dav 

900 

600 

3.50  p.  m 

200 

The  general  routine  of  the  experiment  is  shown  in  the  following 
.schedule.  The  statistics  of  the  diar}^  are  summarized  in  Table  38. 


Table  37. — Daily  programme — Metabolism  experiment  No.  I4. 


7.00  a.  m 

Rise,  pass  urine,  weigh  self 

3.30  p.  m 

Drink  200  grams  water. 

stripped,  collect  drip,  weigh 

6.30  p.  Ill 

Supper. 

absorbers. 

7.00  p.  m 

Pass  urine,  collect  drip,  weigh 

7.45  a.  m 

Breakfast. 

absorbers. 

10.30  a.  m 

Drink  200  grams  water. 

10.00  p.  m 

Drink  200  grams  water,  weigh  self 

1.00 1>.  m 

Pa.ss  \irine,  collect  drip,  weigh 

stripped,  take  cap  off  food  aper- 

absorhers. 

ture,  retire. 

1.30  p.  m 

Dinner. 

1.00  a.  m 

Pass  urine. 
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Table  38. — Summary  of  diary — Metaholmn  axperiment  No.  14. 


Date. 

Weight  of 
subject  in 
under- 
clothes. 

Pulse  rate 
per  minute. 

Tempera- 

ture. 

Hygrometer  readings. 
Dry  bulb,  j Wet  bulb. 

1898. 

Kilograms. 

0 

»C. 

»a 

Dec.  20, 7.00  a.  m 

63.59 

64 

99.0 

20.8 

15.6 

10.30  a.  m 

67 

QQ  9 

5.30  p.  m 

QQ  4 

91  9 

9.00  p.  m 

66 

99.1 

21.3 

10.00  p.  m 

64. 28 

Dec.  21, 7.00  a.  m 

63.  .59 

57 

98.2 

21.0 

16.2 

10.00  a.  m 

61 

Qis  A 

01  ^ 

2.00  p.  m 

60 

QS  9 

0\  ] 

5.30  p.  m 

62 

fi 

91  3 

9.00  p.  m 

tiO 

98.6 

91  0 

16.6 

10.00  p.  m 

63. 96 

Dec.  22, 7.00  a.  m 

63.10 

62 

98.2 

21.4 

16.6 

3.00  p.  m 

61 

QCJ  4 

91  4 

10.00  p.  m 

64.28 

66 

99.6 

21.4 

17.1 

Dec.  23, 7.00  a.  m 

63.23 

57 

99.5 

21.0 

16.7 

3.00  p.  m 

62 

og,  9 

01  1 

17  1 

10.00  p.  m 

63. 95 

60 

97.9 

21.4 

16.9 

Dec.  24, 7.00  a.  m 

62. 64 

59 

97.2 

21.4 

17.0 

Detailed  data  of  income  and  outgo. — The  u.sual  determinations  of 
income  and  outgo  of  nitrogen,  carbon,  h^^drogen,  and  enei'gy  were 
made.  The  quantities  of  nutrients  in  the  food  consumed  each  day 
and  the  f(uantities  rejected  in  the  feces  are  shown  in  Tables  39  and  40. 

Table  .39. — Weight,  composition,  and  heat  of  combustion  of  food-'! — Metabolism  experi- 
ment No.  14. 


Lab- 

ora- 

tory 

No. 

Food  materials. 

Weight 
per  day. 

Water. 

Pro- 

tein. 

Fat. 

Carbo- 

hy- 

drates. 

Nitro- 

gen. 

Car- 

bon. 

Hydro- 

gen. 

Heat  of 
combus- 
tion. 

« 

Grama. 

Grayns. 

Gravis. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Calories. 

2967 

160 

105.6 

44.5 

6.7 

7.10 

28.40 

4.22 

314 

2970 

70 

7,4 

.8 

59.9 

.13 

43. 79 

7. 14 

553 

2972 

Skimmed  milk... 

450 

405.9 

17.1 

.5 

22.5 

2.75 

19.58 

2. 75 

198 

2968 

Bread 

310 

129. 3 

24.5 

8.7 

143.5 

3.94 

84. 72 

12. 74 

840 

2960 

Maize  breakfast 

food 

50 

2.9 

5.5 

4.2 

36.5 

.89 

22.41 

3.21 

223 

64 

64.0 

26.94 

4. 15 

253 

2969 

Ginger  snaps 

so 

1.4 

2.0 

2.5 

23.3 

.31 

13. 16 

2.02 

132 

Total 

1,134 

652.5 

94.4 

82.5 

289.8 

15.12 

239.00 

36.23 

2,513 
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Table  40.— nWjr/f/,  composition,  and  heat  of  combustion  of  feces— Metabolism  experi- 
ment No.  14- 


L»ib- 

ora- 

tory 

Ko. 

Weight 

ol 

feces. 

Water. 

Pro- 

tein. 

Fat. 

Carbo- 

hy- 

drates. 

Nitre-  1 Car- 
gen.  1 bon. 

Hydro- 

gen. 

Heat  of 
combus- 
tion. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

f 

Grams.  \ Grams. 

Grams. 

Calories. 

2974 

Total,  4 days 

218.8 

162. 3 

21.4 

14.7 

12.7 

3.43  f 29.52 

4.04 

328 

.\verage.  1 day . . . 

54.7 

40.6 

5.  4 

3.7 

3.2 

.86  1 7.38 

1 

1.01 

82 

The  amount  and  composition  of  the  urine  during  this  experiment 
are  shown  in  Tables  41  and  42.  x\s  usual,  the  urine  was  collected  in 
6-hour  periods,  from  which  composite  samples  were  made  for  the 
whole  day. 

After  the  urine  for  the  6-hour  periods  had  been  anal}"zed  for  nitro- 
gen in  the  usual  way,  the  small  remaining  portions  were,  as  has  been 
the  custom,  discarded,  although  the  daily  composite  .samples  and  the 
total  composite  sample  for  4 days  were  saved  until  all  possibility  of 
their  being  required  for  future  analysis  had  passed.  Immediately 
after  the  urine  for  the  6-hour  periods  had  been  discarded,  it  was 
discovered  that  there  were  certain  errors  in  the  determinations  of 
nitrogen,  which  rendered  the  results  more  or  less  uncertain.  The 
nitrogen  was  redetermined  in  the  total  composite,  and  the  results  of 
these  redeterminations  appear  in  Table  41.  These  results  are  used  in 
the  calculation  of  the  outgo  of  nitrogen  instead  of  the  sum  of  those 
in  6-hour  periods,  ina.smuch  as  the  latter,  although  in  most  cases 
very  nearl}"  the  same,  are  thought  to  be,  if  anything,  less  accurate. 

The  heat  of  combustion  of  the  total  composite  sample  of  urine  for 
the  4 days  of  this  experiment  was  determined  soon  after  its  close,  but 
the  determinations  of  the  daily  composites  were,  as  explained  in  the 
description  of  the  previous  experiment,  unavoidably  postponed  so 
long  that  the  urine  had  partially  decomposed.  The  heat  of  combus- 
tion of  the  urine  for  each  day  in  this  experiment  is  therefore  com- 
puted in  the  same  way"’  as  the  carbon,  hydrogen,  and  water-free  sub- 
stance. The  urine  was  not  collected  after  the  close  of  the  experiment. 
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Table  41. — Amount,  specific  gravity,  and  nitrogen  of  urine  hy  sir-hour  periods — Metabo- 
lism experiment  No.  14. 


Date. 

Period. 

Amount 
of  urine. 

Specific 

gravity. 

N'itrogen  content. 

1898. 

Grams. 

Per  cent.  ; 

Grams. 

Dec.  20-21 

7 a.  m.  to  1 p.  ra 

267. 6 

1. 028 

1.98  ' 

1 o.  m.  to  7 p.  m 

315.9 

1.028 

1.78  ! 

7 p.  m.  to  1 a.  in 

345.8 

1.023 

1 

1.49 

1 a.  m.  to  7 a.  m 

161.7 

1.027 

1.95 

Total 

1,091.0 

19.22 

Total  bv  composite 

1,091.0 

1.025 

1.72 

18. 77 

21-22 

7 a.  ni.  to  1 p.  m 

241.7 

1.023 

1.59 

1 p.  m.  to  7 p.  ni 

426. 6 

1.019 

1. 18 

7 p.  m.  tol  a.  ni 

573.1 

1.013 

.82 

1 a.  m.  to  7 a.  m 

221.0 

1.016 

1.08 

Total 

1,462.4 

15  96 

Total  bv  composite 

1,462.4 

1.016 



1.09 

1.5.94 

22-23 

7 a.  m.  to  1 p.  m 

352.6 

1.019 

1.04 

1 p.  m.  to  7 p.  ui 

491.2 

1.016 

.98 

590.4 

1.012 

.74 

1 a.  m.  to  7 a.  m 

164.5 

1.022 

1.46 

Total 

1,598.7 

Total  bv  composite 

1,598.7 

1.015 

.95 

15. 19 

23-24 

7 a.  m.  to  1 p.  in 

263.5 

1.022 

1.19 

497.4 

1.016 

.97 

703.7 

1.011 

.66 

181.3 

' 1.022 

1.34 

1,645.9 

15.03 

Total  bv  composite 

1,645.9 

1.024 

.91 

14. 98 

Total  of  composites 

5, 798. 0 

64.88 

Composite,!  days 

5, 798. 0 

1 

1.12 

64.94 

Table  42. — Daily  elimination  of  carbon,  hydrogen,  water,  and  energy  in  urine — Metab- 
olism experiment  No.  14. 


Date. 

Amount 
of  urine. 

Carbon. 

Hydrogen. 

Water. 

Heat  of  combus- 
tion. 

Per 

gram. 

Total. 

1898. 

Grains. 

P.ct. 

Grams. 

P.ct. 

Grams. 

P.ct. 

Grams. 

Calorie. 

Calories. 

r»AO  90  91 

1,091.0 

14.09 

4.02 

1,037.3 

164 

91  99 

1,462.4 

11.97 

3.42 

1,416.8 

140 

* ................. 

99  9.^ 

11.40 

3.26 

1,555.3 

133 

9fU94 

1,645.9 

11.24 

3.21 

1, 603. 1 

131 

Total,!  days 

5, 798.0 

0.84 

48. 70 

0.24 

13. 91 

96.08 

5,612.5 

0.098 

568 
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The  amounts  of  carbon  dioxid  and  water  given  off  in  respiration  and 
perspiration  during  the  experiment  are  shown  in  Tables  43—45. 


Table  43. — Comparison  of  residual  amounts  of  carbon  dioxid  and  water  in  the  chamber 
(It  the  beginning  and  end  of  each  period,  and  the  corresponding  gain  or  loss — Metabolism 
experiment  Xo.  14- 


Date. 

End  of  period. 

Carbon  dio.xid. 

Water. 

Total 
amount 
in  cham- 
ber. 

Gain  (+) 
or 

loss  (— ) 
over 

preceding 

period. 

Total 
amount 
of  vapor 
remain- 
ing in 
chamber. 

Gain  (+) 
or 

loss  (— ) 
over 

preceding 

period. 

Change  in 
weight  of 
absorbers, 
gain  ( + ) 
or 

loss  ( — ). 

Total 
amount 
gained  ( + ) 
or  lost  ( — ) 
during  the 
period. 

1898. 

drains. 

drams. 

drams. 

drams. 

drams. 

drams. 

Dei'.  -iO-'J! 

30.6 

40.3 

1 p.  m 

38.0 

-f  7.4 

46.0 

+ 5.7 

-10 

- 4.3 

7 p.m 

35.2 

- 2.8 

44.7 

- 1.3 

+19 

+17.7 

1 a.m 

27.1 

- 8.1 

49.5 

+ 4.8 

- 8 

- 3.2 

7 a.m 

24.0 

-3.1 

39.4 

-10.1 

- 7 

-17.1 

Total 

- 6.6 

- .9 

- 6 

- 6.9 

21-22 

1 p.m 

33.4 

-1-  9.4 

39.8 

+ .4 

- 2 

- 1.6 

7 p.m 

35.5 

-f  2.1 

46.7 

+ 6.9 

+ 7 

+13.9 

1 a.m 

27.9 

- 7.6 

45.4 

- 1.3 

- 1 

- 2.3 

7 a.m 

27.0 

- .9 

4'2.3 

- 3.1 

0 

- 3.1 

Total 

-t-  3.0 

+ 2.9 

+ 4 

+ 6.9 

22-23 

1 p.  m 

37.7 

-hlO.7 

44.2 

+ 1.9 

- 8 

- 6.1 

7 p.m 

41.6 

+ 3.9 

48.2 

+ 4.0 

+22 

+•26. 0 

1 a.  m 

37.1 

— 4.5 

53.2 

— 3 

+ 90 

7 a.m 

28.9 

- 8.2 

45.8 

- 7.4 

• - 3 

-10.4 

Total 

+ 1.9 

+ 3.5 

+ 8 

+11.5 

23-24 

1 p.  m 

37.4 

+ 8.5 

44.5 

- 1.3 

-16 

-17.3 

7 i).m 

37.6 

+ .2 

45.9 

+ 1.4 

+ 8 

+ 9.4 

1 a.m 

■27.5 

-10.1 

50.9 

+ 5.0 

+ 5 

+ 10.0 

7 a.m 

23.8 

- 3.7 

46.4 

- 4.5 

+ 3 

- 1.5 

Total 

- 5.1 

+ .6 

+ .6 
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Table  44. — Record  of  carbon  dioj^id  in  ventilating  air  current — Metabolism  experiment 

No.  14. 


Date. 

Period. 

(«) 

Ventila- 

tion 

(number 
of  liters 
of  air). 

Carbon  dioxid. 

In  incoming 
air. 

(d) 

In  out- 
going 
air. 

(e) 

Total 
excess  in 
outgo- 
ing air, 
d—c. 

Correc- 
tion for 
amount 
remain- 
ing in 
cham- 
ber. 

(P) 

Cor- 
rected 
amount 
exhaled 
by  sub- 
ject, 
e+/. 

(A) 

Total 
weight 
of  car- 
bon ex- 
haled, 
PX-ft- 

(6) 

Per 

liter. 

(c) 

Total, 

oxb. 

1898. 

Liters. 

Mg. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Gravis. 

Dec.  20-21 

7 a.m.  to  1 p.  m. 

26, 170 

0. 634 

16.6 

221. 6 

205.0 

-f  7.4 

212.4 

57.9 

1 p.m.  to  7 p.  m. 

26,608 

.566 

1,5.1 

225. 6 

210.5 

- 2.8 

207.7 

56.7 

7 p.  m.  to  1 a.  m . 

27,430 

.555 

15.2 

226. 5 

211.3 

- 8.1 

203.2 

55.4 

1 a.m.  to  7 a.m. 

27,525 

.591 

16.3 

161.7 

145.4 

- 3.1 

142.3 

38.8 

Total 

107, 733 

63.2 

835.4 

772.2 

- 6.6 

765.6 

208.8 

21-22 

7 a.  m.  to  1 p.  m. 

26,971 

. 598 

16.1 

217.0 

200.9 

+ 9.4 

210. 3 

57.4 

1 p.m.  to7  p.m. 

26,507 

.597 

15.8 

218.6 

202.8 

+ 2.1 

204.9 

55.9 

7 p.m.  to  1 a.m. 

27, 130 

.671 

15.5 

214.5 

199.0 

- 7.6 

191.4 

52.2 

1 a.m.  to  7 a.  m. 

26, 989 

.576 

15.5 

154.2 

138.7 

- .9 

137.8 

37.6 

Total 

107,597  1 

62.9 

804.3 

741.4 

+ 3.0 

744.4 

203.1 

22-23 

7 a.m.  to  1 p.m. 

26,093 

.595 

15.5 

219.8 

204.3 

+10.7 

215.0 

68.6 

1 p.m.  to  7 p.m. 

27,152 

.615 

16.7 

220.7 

204.0 

+ 3.9 

207.9 

56. 7 

7 p.m.  to  1 a.m. 

27,485 

.616 

16.9 

229.6 

212.7 

- 4.5 

208.2 

56.8 

1 a.m.  to 7 a.m. 

27,  .580 

.639 

17.6 

157.9 

140.3 

- 8.2 

132.1 

36.0 

Total 

108,310 

66.7 

828.0 

761.3 

+ 1.9 

763.2 

208. 1 

23-24 

7 a.  m.  to  1 p.  m. 

26, 9V1 

.625 

16.8 

224. 5 

207.7 

+ 8.5 

216.2 

58.9 

1 p.m.  to  7 p.m. 

27,059 

.577 

15.6 

232.1 

216.5 

+ .2 

216.7 

59.1 

7 p.m.  to  1 a.m. 

27,818 

.562 

15.3 

227.8 

212.5 

-10.1 

202.4 

55.2 

1 a.m.  to  7 a.m. 

27,533 

.576 

15.8 

151.0 

135.2 

- 3.7 

131.5 

85.9 

Total 

109,381 

63.5 

835.4 

771.9 

- 5.1 

766.8 

209.1 

Total,!  days.. 

433,021 

256. 3 

3,303.1 

3,046.8 

- 6.8 

3,040.0 

829.1 
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Table  46.— Record  of  water  in  ventilating  air  current— Metaholism  experiment  No.  14. 


Date. 

Period. 

Ventilation  (number  of 
liters  of  air).  -S- 

Water  in  in- 
coming air. 

Water  in  outgoing  air. 

Total  excess  water  in  g- 
outgoing  air,  /— c.  S. 

Correction  of  water  re- 
maining  in  chamber.  ^ 

Total  water  of  respira-  ^ 
tion  and  perspiration,  3 
g+h. 

Per  liter.  [3 

Total,  ax5.  3 

.Amount  con-  ^ 
d e n s e d in  "S 

freezers. 

Amount  not  con-  ^ 
densed  in  freez-  2 
crs. 

(/) 

H- 

3 

0 

1898. 

Liters. 

Mgs. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Dee.  20-21 

7 a.  m.  tol  p.  m. 

26, 170 

1.023 

26.8 

195.1 

46.6 

241.7 

214.9 

- 4.3 

210.6 

1 p.m.toT  p.  m. 

26, 608 

.888 

23.6 

219.9 

41.6 

261. 5 

237.9 

-fl7.7 

255.6 

7 p.  m.tol  a.m. 

27,430 

.853 

23.4 

229.8 

45.1 

274. 9 

251.5 

- 3.2 

248.3 

1 a.m.  to  7 a.m. 

27, 525 

.870 

24.0 

222.2 

41.1 

263.3 

239.3 

-17.1 

222.2 

Total 

107, 733 

97.8 

867.0 

174.4 

1,041.4 

943.6 

- 6.9 

936.7 

21-22 

7 a. m.tol  p. m. 

26, 971 

.868 

23.4 

203.5 

40.7 

244.2 

220.8 

- 1.6 

219. 2 

1 p.  m.  to7  p.m. 

26, 507 

.882 

23.4 

222.4 

40.4 

262.8 

239.4 

-1-13.9 

253.3 

7 p.  m.  to  1 a.  m. 

27, 130 

.886 

24.0 

220. 1 

45.4 

265.5 

241.5 

- 2.3 

239.2 

1 a.m.  to 7 a.m. 

26, 989 

.894 

24.1 

215.7 

39.6 

255.3 

231.2 

- 3.1 

228. 1 

Total 

107, 597 

94.9 

861.7 

166.1 

1, 027. 8 

932.9 

+ 6.9 

939.8 

22-23 

7 a. m.tol  p.m. 

26, 093 

.884 

23.1 

203.5 

39.0 

242. 5 

219.4 

- 6.1 

213.3 

1 p.  m.  to7  p.  m. 

27, 152 

.930 

25.3 

220.1 

42.2 

262.3 

237.0 

+26.0 

263.0 

7 p. m.tol  a.m. 

27,485 

.952 

26.2 

241.9 

47.1 

289.0 

262.8 

+ 2.0 

264.8 

1 a.m.  to  7 a.m. 

27, 580 

.871 

24.0 

224.4 

41.7 

266.1 

242.1 

-10.4 

231.7 

Total 

108, 310 

98.6 

889.9 

170.0 

1, 059. 9 

961.3 

+11.5 

972.8 

23-24 

7 a. m.tol  p.m. 

26, 971 

.942 

25.4 

216.2 

43.9 

260.1 

234.7 

-17.3 

217.4 

1 p.m.  to 7 p.m. 

27,059 

.927 

25.1 

235.6 

41.5 

277.1 

252. 0 

+ 9.4 

261.4 

7 p.m. tol  a.m. 

27, 818 

.874 

24.3 

235.6 

46.5 

282.1 

257. 8 

+10.0 

267.8 

1 a.m.  to  7 a.m. 

27,533 

.886 

24.4 

■239.6 

41.4 

281.0 

256.6 

- 1.5 

255.1 

Total 

109, 381 

99.2 

927. 0 

173.3 

1,100.3 

1,001.1 

+ .6 

1,001.7 

Total,  4 days.. 

433,021 

390.5 

3, 545. 6 

683.8 

4, 229. 4 

838. 9 

+12.1 

3,851.0 

48 


Table  46  summarizes  the  heat  measurements  during  this  experiment. 
Table  46.— Summary  of  calorimetric  measurements— Metabolism  experiment  No  14. 


Date. 

Period. 

(a) 

Heat 
meas- 
ured 
in  terms 
of  CoQ. 

(6) 

Change 
ot  tem- 
perature 
of  calo- 
rimeter. 

(el 

Capacity 
correc- 
tion of 
calorim- 
eter, 
5x60. 

«l) 

Correc- 
tion due 
to  tem- 
perature 
of  food 
and 
dishes. 

(e) 

Water  va- 
porized 
equals 
total 
amount 
exhaled 
less 

amount 
con- 
densed 
in  cham- 
ber. 

(/) 

Heat 
used  in 
vapori- 
zation of 
water, 
exO.592. 

(.7) 

Total 

heat 

deter- 

mined, 

a-t-c4-d 

-8/ 

1898. 

Calorics. 

Degree. 

Calories. 

Calories. 

Gravis. 

Calorics. 

Calories. 

Dec.  20-21 

7 a.m.  to  1 p. m... 

546.0 

-t-0.06 

4-3.6 

- 20.3 

220.6 

130.6 

659.9 

1 p.m.to  7 p.m... 

509.9 

+ .05 

4-3.0 

- 43.3 

236.6 

140.1 

609.7 

7 p.  m.  to  1 a.  m... 

444.3 

00 

0 

256.3 

151.7 

696.0 

1 a.m.  to  7 a.m... 

328.3 

-t-  .05 

4-3.0 

229.2 

135.7 

467.0 

Total 

1,828.5 

1 4-9.6 

- 63.6 

942.7 

558.1 

2,332.6 

21-22 

7 a.  m.tol  p.m... 

466.5 

- .02 

-1.2 

- 24.3 

221.2 

131.0 

572.0 

1 p.m.  to 7 p.m... 

478.3 

- 04 

-2.4 

- 42.3 

246.3 

145.8 

579.4 

7 p. m.  to  1 a.m... 

364.4 

- .05 

-3.0 

240.2 

142.2 

603.6 

1 a.  m.  to  7 a.  m. .. 

271.5 

00 

0 

228. 1 

135.1 

406. 6 

Total 

1,580.7 

-6.6 

— 66.6 

9o5. 8 

554.1 

2,061.6 

22-23 

7 a.  m.tol  p.m... 

458.3 

4-  .05 

4-3.0 

- 21.8 

221.3 

131.0 

570. 5 

1 p.m.to7  p.m... 

502.5 

- .05 

-3.0 

- 37.3 

241.0 

142. 7 

604. 9 

7 p. m.tol  a.m... 

408.9 

4-  .05 

4-3.0 

267.8 

1.58.5 

.570. 4 

1 a.m.  to  7 a.m... 

297.0 

- .05 

-3.0 

234.  7 

139.0 

433.0 

Total 

1, 666. 7 

- .59. 1 

964.8 

.571.2 

2,178.8 

23-24 

7 a. m.tol  p.m... 

503.7 

4-  .02 

4-1.2 

- 2.5.4 

2.33.4 

138.2 

617. 7 

1 p.m. to  7p.m... 

514. 6 

00 

0 

- 41.4 

253.4 

150.0 

623. 2 

7 p. m.tol  a.m... 

403.0 

4-  .04 

4-2.4 

262.8 

155. 6 

561.0 

1 a.m. to  7 a.m... 

247.7 

00 

0 

252.1 

149.3 

397.0 

Total 

1,069.0 

4-3.6 

- 66.8 

1,001.7 

593.1 

2,198.9 

Total,  4 days 

6,744.9 

4-6.6 

-256.1 

3,845.0 

2,276.5 

8, 771.9 

Balance  of  income  and  outgo  <f  matter  and  energy. — Tables  47-50 
show  the  income  and  outo-o  of  nitrogen,  carbon,  hydrogen,  and  energy 
in  this  experiment,  and  tlie  average  for  4 days. 

Table  47. — Income  and  outyo  of  nitrogen  and  carbon — Metabolism  experiment  No.  14- 


Time. 

« 

Nitrogen. 

Carbon. 

(a) 

In 

food. 

(6) 

In 

feces. 

(C) 

In 

urine. 

(rf) 

Gain 
(+)  or 
loss(-) 
a — (5 
+c). 

(e) 

In 

food. 

(/) 

In 

feces. 

(9) 

In 

urine. 

w 

In  re.s- 
pira- 
tory 
prod- 
ucts. 

(k) 
Gain 
t + ) or 
loss ( - ) 
e-(/  + 
0+h-)' 

1898. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Dec.  20-21, 7 a.  m.  to  7 a.  in  . . 

15.1 

0.9 

18.  S 

-4.0 

239.0 

7.4 

14.1 

208. 8 

-1-  8.7 

21-22, 7 a.  m.  to  7 a.  m . . 

15.1 

.8 

15.9 

-1.0 

239. 0 

7. 4 

12.0 

203.1 

-M6.5 

22-23, 7 a.  m.  to  7 a.  ni . . 

15.1 

-.9 

15. 2 

-1.0 

239.0 

7.4 

11.4 

208. 1 

-1-12.1 

23-24, 7 a.  m.  to  7a.m.. 

15.1 

.8 

1.5.0 

- .7 

239.0 

7.4 

11.2 

209.1 

+11.3 

Total,  4 davs 

00.4 

3.4 

64.9 

-7.9 

956. 0 

29.6 

48.7 

829.1 

+48.6 

Average,  1 dav 

1.5.1 

.9 

16.2 

—2.0 

239.0 

7.4 

12. 2 

207.3 

+12.1 

Table  48. — Income  and  outgo  of  v;ater  and  hydrogen — Metabolism  experiment  No.  14- 


Time. 

Water. 

(a) 

In  food. 

{!>) 

In  drink. 

(c) 

In  fece.s. 

w 

In  urine. 

(c) 

In  re.s- 
piratory 
prod- 
ucts. 

(/) 

Appar- 
ent loss, 
a+6— 
(c+d+e). 

1898. 

Dec.  20-21, 7 a.  m.  to  7 a.  m 

21- 22, 7 a.  111.  to  7 a.  m 

22- 23,7  a.m.to7a.  m 

23- 24, 7 a.  m.  to  7 a.  m 

Total,  4 days 

Average,  1 dav 

Grams. 

6.52. 5 

662. 5 

6.52. 5 

652. 5 

Grams. 

1,500 

1,.500 

1,500 

1,500 

Grams. 

40.6 

40.6 

40.6 

40.0 

Grams. 

1.037.3 
1,410.8 

1.555.3 
1,003.1 

Grams. 

936.7 

939.8 

972. 8 
1,001.7 

Grams. 
+ 137. 9 

- 244.7 

- 416.2 

- 492. 9 

2,610.0 
652. 5 

6,000 

1,500 

102. 4 
40.0 

5,612.5 

1,403.1 

3,8.51.0 

962.8 

-1,015.9 
- 264.0 

Time. 

Hydrogen. 

(!7) 

In  food. 

ill) 

In  feces. 

ii) 

In  urine. 

(0 

Appar- 
ent gain, 

(m) 

Loss 

from 

water, 

/1-9. 

(?i) 

Total 
gain  ( + ) 
or  loss 

f-'>’ 

t+Vl. 

1898. 

Dec.  20-21,  7 a.  m.  to  7 a.  m 

21- 22,  7 a.  m.  to  7 a.  m 

22- 23,  7 a.  m.  to  7 a.  m 

23- 24,  7 a.  m.  to  7 a.  m 

Total,  4 days....T 

Average,  1 day 

Grams. 

36.2 

36.2 

36.2 

36.2 

Gram.s. 

1.0 

1.0 

1.0 

1.0 

Gravis. 

4. 1 
3.4 

3.2 
3.2 

Gravis. 

31.1 

31.8 

32.0 

32.0 

Grams. 
+ 15.3 

- 27.2 

- 46.2 

- 64.8 

Grams. 
+46.4 
+ 4.6 
-14.2 
-22. 8 

, 144.8 
36.2 

4.0 

1.0 

13.9 

3.5 

126.9 

31.7 

-112.9 
- 28.2 

+ 14.0 
+ 3.5 

13007— No.  109—02 4 
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Table  49. — Gain  or  loss  of  protein  {NX6.25),  fat,  and  water— Metabolism  experiment 

No.  14.' 


Time. 

(a) 

Nitro- 
gen 
gained 
(+)  or 
lo.st  (— ). 

(b) 

Protein 
gained 
( -t- ) or 
lo.st(-), 
ax  6.25. 

(c) 

Total 
carbon 
gained 
(+)  or 
lost  ( — ). 

(d) 

Carbon 
in  pro- 
tein 
gained 
( + ) or 
lost  (-), 
5x0.63. 

(0 

Carbon 
in  fat, 
etc., 
gained 
(+)  or 
lost  ( — ), 
c—d. 

(f) 

Fat 

gained 
( + ) or 
lost  (-), 
c-^0.765. 

1898. 

Grams. 

Grains. 

Grams. 

Grams. 

Grams. 

Grams. 

Dec.  20-21,  7 a.  m.  to  7 a.  m 

-4.6 

-28. 7 

-f  8.7 

-15.2 

+23.9 

+31.2 

21-22,  7 a.  m.  to  7 a.  m 

-1.6 

-10.0 

+16.5 

- 5.3 

-21.8 

-t-28.5 

22-23,  7 a.  m.  to  7 a.  m 

-1.0 

- 6.3 

+12.1 

- 3.3 

+15.4 

+20.1 

23-24,  7 a.  m.  to  7 a.  m 

— . 7 

- 4.4 

+ 11.3 

- 2.3 

+13.6 

+17.8 

Total,  4 (lav.s 

-7.9 

-19.4 

+48.6 

-26. 1 

+74.7 

+97.6 

Average,  1 dav 

-2.0 

-12.  1 

* 

+12.1 

— 6. 5 

+18.6 

+24.4 

Time. 

(.7) 

Total 
hydrogen 
gained  (+) 
or  lost  (— ). 

W 

Hydrogen 
in  protein 
gained  ( + ) 
or  lost  (— ), 
5x0.07. 

G) 

Hydrogen 
in  fat 

gained  ( +) 
or  lost(— ), 
/+0.12. 

(k) 

Hyrogen 
in  water, 
etc., 

gained  (+) 
or  lost  (— ), 
t/-(5+i). 

(0 

Water 
gained  (+) 
or  lost  (— ), 
fcx9. 

1898. 

Grams. 

Gravu. 

Grams. 

Grams. 

Grams. 

Dec.  20-21,  7 a.  m.  to  7 a.  m 

+46.4 

-2.0 

+ 3.3 

+44.6 

+401 

21-22,  7 a.  m.  to  7 a.  m 

+ 4.6 

— .7 

+ 3.4 

+ 1.9 

' + 17 

22-23,  7 a.  m.  to  7 a.  m 

-14.2 

- .4 

+ 2.4 

-16.2 

-146 

23-24,  7 a.  in.  to  7 a.  m 

- 22.8 

- .3 

+ 2.1 

-24.6 

—221 

Total,  4 days 

+14.0 

-3.4 

+11.7 

+ 5.7 

+ 51 

Average,  1 day 

+ 3.5 

- .8 

+ 2.9 

+ 1.4 

+ 13 

Table  50. — Income  and  outgo  of  energy — Metabolism  experiment  No.  14- 


Time. 

(a) 

Heat 

of 

com- 
bus- 
tion of 
food 
eaten. 

(b) 

Heat 

of 

com- 
bus- 
tion of 
feces. 

(c) 

Heat 

of 

com- 
bus- 
tion of 
urine. 

(d) 

Esti- 

mated 

heat 

of 

com- 
bus- 
tion of 
pro- 
tein 
gained 
(+)  or 
lost 
(-)• 

(e) 

Esti- 
mated 
heat  of 
com- 
bus- 
tion of 
fat 

gained 
( + ) or 
lost 
(-)■ 

(/) 

Esti- 
mated 
energy 
of  ma- 
terial 
oxi- 
dized 
in  the 
body, 
a-  (5+ 
c+ti 
+e\. 

(ff) 

Heat 

deter- 

mined. 

(5) 

Heat 
deter- 
mined 
great- 
er f+) 
or  less 

than 

esti- 

mated, 

9-1 

(0 

Heat 
deter- 
mined 
great- 
er (+) 
or  less 

{-'> 

than 

e.sti- 

mated, 

h-^f. 

Cato- 

Calo- 

Calo- 

Calo- 

Calo- 

Calo- 

Calo- 

Calo- 

Per 

1898. 

vies. 

rics. 

Ties. 

Ties. 

rks. 

ries. 

Ties. 

vies. 

cent. 

Dec.  20-21,  7 a.  m.  to  7 a.  m. 

2,513 

82 

164 

-165 

+293 

2, 139 

2,333 

+194 

+9.1 

21-22,  7 a.  m.  to  7 a.  m. 

2,  .513 

82 

140 

- 58 

+268 

2,081 

2,061 

- 20 

-1.0 

22-23,  7 a.  m.  to  7 a.  m. 

2,513 

82 

133 

- 36 

+189 

2, 145 

2,179 

+ 34 

+1.6 

23-24,  7 a.  m.  to  7 a.  m. 

2,513 

82 

131 

- 25 

+167 

2, 158 

2, 199 

+ 41 

+ 1.9 

Total,  4 days 

10,052 

328 

568 

-284 

+917 

8,523 

8,772 

+249 

Average,  1 day 

2,513 

82 

142 

- 71 

+229 

2,131 

2,193 

+ 62 

+2.9 

I 
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METABOLISM  EXPERIMENT  NO.  21. 

jSu?}ject.—A.  AV.  S.,  a physicist,  who  served  as  the  subject  of  experi- 
ment No.  4.  made  l)efore  the  respiration  apparatus  had  been  perfected 
as  a calorimeter."  He  was  25  years  of  age  and  averaged  about  70 
kilograms  (154  pounds)  in  weight. 

(Jccupcition  during  experinient. — Reading,  writing,  etc.,  with  as  little 
muscular  activity  as  practicable. 

Duration. — Three  days,  beginning  at  7 a.  m.  Februaiy  12,  1899. 

Diet. — The  diet  consisted  of  beef,  butter,  whole  milk,  bread,  parched 
cereal,  and  sugar,  and  furnished  97  grams  of  protein  and  2,264  calories 
* of  energy  per  day.  The  kinds  and  quantities  of  food  served  at  each 
meal  and  the  quantities  of  drink  at  dift'erent  periods  of  the  day  were 
as  follows: 

Table  51. — I)\et  in  metaholism  experiment  No.  21. 

FOOD. 


Food  materials. 

Breakfast. 

Dinner. 

Supper. 

Total. 

Grams. 

55 

Grams. 

105 

Grams. 

Grams. 

160 

10 

13 

30 

250 

175 

325 

750 

55 

100 

155 

310 

30 

30 

Sugar 

45 

45 

DRIXK. 


Time. 

Water. 

Time. 

Water. 

Breakfast 

Grams. 

300 

Supper  

Grams. 

300 

200 

10. 00  a.  m 

200 

10.30  p.  m 

Dinner 

300 

Total  for  da V 

1,500 

3..30 

200 

The  general  routine  of  the  experiment  is  indicated  in  the  following 
schedule.  The  statistics  of  the  diaiy  kept  by  the  subject  are  sum- 
marized in  Table  53,  below: 


Table  52. — Daily  programme — Metabolism  experiment  No.  21. 


1 

7.00  a.  m 

Kise,  pass  urine,  weigh  self 

1 1.15  p.m 1 Dinner. 

stripped  and  dressed,  weigh 

6.00  p.  m Supper. 

absorbers. 

7.00  p.m : Pass  urine. 

7.45  a.  m 

Breakfast,  drink  200  grams 

10.30  p.m I’ass  urine,  weigh  .self  stripped, 

water. 

' take  cap  otT  food  aperture, 

1.00  p.  m 

Pa.ss  urine. 

1 retire. 

1 

*U.  S.  Dept.  Agr.,  Office  of  Experiment  Stations  Bui.  44,  p.  51. 
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Table  53. — Summary  of  diary — Metabolism  expenmeni  No.  21. 


Time. 

Weight  of 
subject 
without 
clothes. 

Pulse  rate 
per  min- 
ute. 

Tempera- 

ture. 

Hygrometer  readings. 

Dry  bulb. 

Wet  bulb. 

LS99. 

Kilograms. 

°F. 

°C. 

°C. 

Feb.  12,  7.00  a.  m 

09. 48 

70 

97.8 

19.80 

15.15 

12.43  p.  m 

IQ  on 

G.4.'i  p.  m 

19  70 

10.00  p.  m 

69.80 

64 

97.1 

19. 75 

15.00 

Feb.  13,  7.00  a.  m 

69.35 

74 

97.5 

20.00 

14.90 

12.45  p.  m 

19  80 

0.50  p.  m 

19  70 

10.05  p.  m 

69.84 

61 

97.1 

19.80 

15.40 

Feb.  14,  7.00  a.  m 

69.34 

70 

97.0 

20.00 

15.00 

12.45  p.  m 

10  fifi 

7.25  p.  m 

10  80 

10.00  p.  m 

69. 43 

67 

98.0 

19.70 

15.80 

Feb.  15,  7.00  a.  m 

69.05 

72 

97.4 

20.30 

15. 70 

Detailed  data  of  income  and  outgo. — The  usual  statistics  of  income 
and  outgo  of  matter  and  energ}"  are  shown  in  Tables  od-61,  which 
follow. 

Experiments  not  reported  here,  covering  10  consecutive  da}'s,  pre- 
ceded experiment  No.  21.  During  this  time  the  bowels  were  slighth’ 
lax.  This  prevented  separation  of  the  feces  for  the  preliminary 
days  from  those  for  experiment  No.  21.  The  total  feces  for  13 
da}^s  are  therefore  recorded,  as  well  as  the  average  per  day  for  this 
experiment. 

Table  54. — Weight,  composition,  and  heat  of  combustion  of  foods — Metabolism  e.iperi- 

ment  No.  21. 


Lab- 

ora- 

tory 

No. 

Food  materials. 

IVciKbt 

per 

day. 

Water. 

Pro- 

tein. 

Fat. 

Car- 

bohy- 

drates. 

Nitro- 

gen. 

Car- 

bon. 

Hydro- 

gen. 

Heat  of 
com- 
bustion. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Calories. 

3022 

160 

106.7 

44.6 

4.2 

7.14 

26.51 

4.06 

292 

3020 

Butter 

30 

2.0 

.4 

26.3 

.06 

19.87 

3.16 

245 

3024 

Milk,  whole 

750 

649.5 

24.0 

33.0 

37.5 

3.83 

52. 72 

7.05 

5S7 

2968 

Bread 

310 

1291  3 

24.5 

8.7 

143.5 

3.94 

84.72 

12.74 

840 

3004 

Cereal,  parched  .. 

30 

1.8 

3.4 

. 2 

24.1 

.55 

12.42 

1.85 

122 

4.5.0 

18. 95 

2.92 

178 

Total 

1,325 

889.9 

96.9 

72.4 

250.1 

15.52 

215. 19 

31.78 

2, 264 
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Table  bb.—  W'eigJd,  composition,  and  heat  of  combustion  of  feces— Metabolism  experi- 
ment Xo.  21. 


Lixb- 

ora- 

torv 

x6. 

Weiglit 

of 

feees. 

Water. 

Pro- 

tein. 

Fat. 

Car- 
l)ohy- 
d rates. 

Nitro- 

gen. 

Car- 

bon. 

Hydro- 

gen. 

Heat  of 
com- 
bustion. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Ora7tis. 

Grams. 

Gra}iis. 

Calories. 

3033  Total,  13 days*  ... 

831.7 

603.8 

84.0 

52.4 

52.4 

13.47 

116.09 

10. 13 

1,307 

.Average,  1 day... 

03.9 

•10.4 

6.5 

4.0 

4.0 

1.04 

8.98 

1.24 

100 

• This  period  includes  the  3 days  of  the  experiment  and  10  days  of  a preliminary  experiment  not 
reported  herewltli. 


The  elimination  of  nitrogen  in  the  urine  during  this  experiment  is 
summarized  in  Table  56,  which  also  gives  the  details  of  the  total 
amount  of  urine  and  its  nitrogen  content  in  each  6-hour  period.  The 
daily  elimination  of  carbon,  hydrogen,  Avater,  and  energA"  in  the  urine 
is  shoAvn  in  Table  57. 

Table  56. — specific  gravity,  and  nitrogen  of  urine  by  six-hour  periods — Metab- 
olism experiment  No.  21. 


Date. 

Period. 

Amount 
of  urine. 

Specific 

gravity. 

Nitrogen  content. 

1899. 

Grams. 

Per  cent. 

Grams. 

Feb.  12-13 

7 a.  m.  to  1 p.  m 

435. 7 

1.015 

0.93 

4.05 

1 p.  m.  to  V p.  m 

800.8 

1.009 

.58 

4.68 

7 p.  m.  to  1 a.  m 

224.0 

1. 015 

.91 

2.04 

1 a.  m.  to  7 a.m 

214.4 

1.017 

1.74 

3.73 

Total ■ 

1,080.9 

14  rtO 

Total  bv  composite 

1,080.9 

1.014 

.87 

14.62 

13-14 

7 a.m.to  1 p.  m 

588.9 

1.015 

.86 

5.06 

1 p.ra.  to  7 p.m 

536.8 

1.014 

.87 

4. 67 

7 p.  m.  to  1 a.  m 

398. 9 

1.010 

.62 

2.42 

1 a.  m.  to  7 a.  m 

223. 5 

1.026 

1.79 

4.00 

Total 

1,748.1 

16  15 

Total  bv  composite 

1,748.1 

1.015 

.94 

16. 43 

14-15 

7 a.  m.  to  1 p.  m 

637. 5 

1.010 

. 67 

4.27 

1 p.  m.  to  7 p.  Ill 

056. 6 

1.012 

.74 

4.86 

7 p. m.  to  1 a. m 

441.5 

1.009 

. 55 

2.43 

1 a.m.to  7 a.m 

229. 7 

1.025 

1. 69 

3.88 

Total 

1 905  .8 

Total  bv  composite 

1,965.3 

1.012 

.79 

15.  .53 

12-14 

Total.  3 days,  bv  periods 

5,394.3 

12-14 

Total  bv  composite 

5,394.3 

1.013 



.85 

46. 15 
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Table  57. — Daily  elimination  of  narbon,  hydrogen,  water,  and  energy  in  urine — Metab- 
olism experiment  No.  21. 


Date. 

Amount 
of  urine. 

Carbon. 

1 

Hydrogen.  | Water. 

Heat  of  combus- 
tion. 

Per 

gram. 

Total. 

1899. 

Orams. 

P.ct. 

Grams. 

P.  ct.  Grams.  P.  cl. 

Grams. 

Calorie. 

Calories. 

Feb.  12-13 

1, 680. 9 

10. 18 

■ 2.89  

1 , ()2S.  3 

119 

13-14 

1,748.1 

11.34 

i 3, 21  

1, 089. 5 

132 

14-15 

1,965.3 

10.85 

1 3.07  

1. 909. 3 

127 

Total,  3 days 

5, 394. 3 

0.60 

32.37 

0.17  9.17  96.9 

5,227.1 

0. 070 

378 

The  details  of  the  measurements  of  carhoii  dioxid  and  water  in  the 
ventilating  air  current  are  shown  in  Tables  58-60,  which  follow. 

Table  58. — Comparison  of  residual  amounts  of  carbon  dio.vid  and  water  in  the  chamber  at 
the  beginning  and  end  of  each  period,  and  the  corresponding  gain  or  loss — Metabolism 
experiment  No.  21. 


Carbon  dio.xid. 

Water. 

Date. 

End  of  period. 

Total 

amount 

in 

chamber. 

Gain  ( + ) 
or 

loss  ( — ) 
over  pre- 
ceding 
period. 

Total 
amount 
of  vapor 
remain- 
ing in 
Chamber. 

Gain  (-1-) 
or 

loss  (-) 
over  pre- 
ceding 
period. 

Change 

in 

weight 
of  ab- 
sorbers, 
gain(-f-) 
or 

lo.ss  (— ). 

Total 
amount 
gained 
(+)or 
lost  ( — ) 
during 
the 

period. 

1.899. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Feb.  12-13 

32.7 

38.1 

37.4 

+ -1.7 
-1-5.1 

38.6 

+ .5 

+ . 5 

42.5 

40.3 

+ 1.7 

-1-  1.7 

29.1 

-13.4 

38.6 

- 1.7 

- 1.7 

27.4 

- 1.7 

35.0 

- 3.6 

- 3.6 

- 5.3 

- 3.1 

- 3.1 

13-14 

38.5 

-l-ll.l 
+ 7.3 

41.6 

+ 6.6 

-1 

. 4-5.6 

45.8 

43.3 

+ 1.7 

-1 

4-  .7 

33.9 

-11.9 

41.0 

- 2.3 



- 2.3 

28.7 

- 5.2 

35.0 

- 6.0 

- 6.0 

-1-  1.3 

0 

_2 

- 2.0 

14-15 

46.7 

4-18.0 

45. 0 

-MO.O 

-K 

4-11.0 

44.0 

-2.7 

44.9 

- .1 

- .1 

29.3 

-14.7 

41.6 

- 3.3 

- 3.3 

25. 7 

- 3.6 

35.7 

- 5.9 

— 5.9 

— 3.0 

+ .7 

+1 

4-  1.7 
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Table  59— Record  of  carbon  dioxid  in  ventilating  air  current— Metabolism  experiment 

No.  21. 


Date. 

Period. 

(«) 

Ventila- 

tion 

(number 
of  liters 
of  air). 

Carbon  dioxid. 

m 

Total 
weight 
of  car- 
bon ex- 
haled. 

In  incoming 
air. 

id) 

In  out- 
going 
air. 

(e) 

Total 
excess 
in  outgo- 
ing air, 
d~c. 

Correc- 
tion for 
amount 
remain- 
ing in 
chamber 

(<7)  ^ 

Corrected 
amount 
exhaled 
by  sub- 
ject, 
e+f. 

(fc) 

Per 

liter. 

(C), 

Total, 

ax6. 

1899. 

Liters. 

iUjs. 

Grams. 

Grams. 

Grams. 

Crmvts. 

Grams. 

Grams. 

Feb.  12-13 

7 a.  ni.  to  1p.m.. 

26,528 

0.580 

15.4 

239.3 

223. 9 

+ 4.7 

228. 6 

62.3 

1 p.m.toT  p.m.. 

26, 608 

.595 

15.8 

2.39. 7 

223.9 

-1-  5.1 

229. 0 

62.5 

7 p. m.  tola. m.. 

27,896 

.574 

16.0 

214.9 

198.9 

-13.4 

185. 5 

50. 6 

1 a.m.  to  7 a.  m.. 

28,031 

.554 

15.5 

163.2 

147.7 

- 1.7 

146.0 

39.8 

Total 

109, 063 

62.7 

857.1 

794.4 

- 5.3 

789.1 

215.2 

13-14 

7 a.m.  to  1p.m.. 

26,505 

.569 

15.1 

243.2 

228.1 

4-11.1 

239. 2 

65.2 

1 p.  m.  to7  p.  m. . 

26,079 

.589 

15.3 

223.2 

207.9 

-i-  7.3 

215.2 

58. 7 

7 p. m.  tola.  m.. 

28, 410 

1.046 

29.7 

243.2 

213.5 

-11.9 

201.6 

55. 0 

1 a.  m.  to  7 a.  m.. 

28,070 

2.430 

68.2 

204.  3 

136.1 

- 5.2 

130.9 

35.7 

Total 

109, 064 

128.3 

913.9 

785. 6 

-h  1.3 

786.9 

214.  6 

14-15 

7 a.m.  to  1 p.m.. 

26,652 

.608 

16.2 

246.9 

230.7 

+18.0 

248. 7 

67.8 

1 p.m.  to 7 p.  m.. 

26,204 

.600 

15.7 

241.7 

226. 0 

- 2.7 

223.3 

60.9 

7 p.m.  to  1a.m.. 

27,251 

.579 

15.8 

232. 9 

217.1 

-14.7 

202.4 

55. 2 

1 a.  m.  to  7 a.  m. . 

27,875 

.629 

17.5 

162.7 

145.2 

- 3.6 

141.6 

as.  6 

Total 

107, 982 

65.2 

884.2 

819.0 

- 3.0 

816.0 

222. 5 

Total,  3 days.. 

326, 109 

256. 2 

2, 655. 2 

2, 399. 0 

-7.0 

2,392.0 

652. 3 

Table  60. — Record  of  viutei’  in  ventilating  air  current — Metabolvmi  experiment  No.  21. 


Date. 

Period. 

Ventilation  (number 
of  liters  of  air).  -S- 

Water  in  in- 
coming air. 

Water  in  outgoing 
air. 

(g) 

z ^ 

t 1 

> U 

X X 

05  . 

a he 
c s 

o*c 

c 3 
b- 

(h) 

-L 

^ 3 

(0 

5,‘E 

Per  liter.  "S 

(c) 

-O* 

X 

e 

3 

p 

(d) 

c ^ 
o~ 

"-C  £ 
S — a) 

2 S e; 

--4 

Amount  not 
condensed  3 
in  freezers. 

(/) 

+ 

o 

Correction  for  wai 
remaining  in  cha 
ber. 

Total  water  of  res 
ration  and  pers 
ration,  j/+/t. 

1899. 

Liters. 

Mg. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Feb.  12-13 

7 a.m.  to  1p.m.. 

26, 528 

0.740 

19.6 

194.5 

34.8 

229. 3 

209.7 

+ 0.5 

210.2 

Ip.  m.  to  7 p.m.. 

26,608 

.756 

20.1 

193.0 

36.8 

229. 8 

209. 7 

+ 1.7 

211.4 

7 p.m.  to  1a.m.. 

27,896 

.'758 

21.2 

188.0 

43.7 

231.7 

210.5 

- 1.7 

208. 8 

1 a.m.  to  7 a.m.. 

28,031 

.721 

20.2 

179.9 

34.8 

214. 7 

194.5 

- 3.6 

190.9 

Total 

109,063 

81.1 

755.4 

1.50.1 

905. 5 

824.4 

- 3.1 

821.3 

13-14 

7 a.m.  to  1p.m.. 

26, 505 

.739 

19.6 

195. 9 

36.1 

232.0 

212.4 

+ 5.6 

218.0 

lp.m.to7p.m.. 

26, 079 

.749 

19.5 

198.4 

33.8 

232. 2 

212. 7 

+ .7 

213. 4 

7 p.  m.  tol  a.  m.. 

28,410 

.775 

22.0 

208.9 

43.6 

252.5 

230.5 

- 2.3 

228. 2 

1 a.  m.  to  7 a.  m . . 

28,070 

.848 

23.8 

192. 7 

35.9 

228.6 

204.8 

- 6.0 

198. 8 

Total 

109,064 

84.9 

795. 9 

149.4 

945.3 

8(K).4 

- 2.0 

.H.58. 4 

14-15 

7 a.  m.  tol  p.  m.. 

26,652 

.797 

21.3 

199.5 

35.6 

235.  r 

213.8 

+11.0 

224.8 

1 p.m.  to  7 p.m.. 

26,204 

.804 

21.1 

213. 9 

34.9 

248.8 

’221. 1 

- . 1 

227.  6 

7 p.m.  to]  a.m.. 

27, 251 

.766 

20.9 

219.3 

40.9 

260.2 

2:39. 3 

- 3.3 

236. 0 

1 a.  m.to7a.  m.. 

27,875 

.7.>1 

21.0 

200.8 

8,5.3 

236. 1 

2L5. 1 

- .5.9 

209.  2 

Total 

107,982  

84.3 

833. 5 

146.7 

980.2 

895. 9 

+ 1.7 

.S97.  6 

Total,  3 days.. 

326,109  1 

2.50.3 

2, 384. 8 

446.2 

2, 831.0 

2,  .580. 7 

- 3.4 

2, 577. 3 
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Tal)le  61  shows  the  amount  of  heat  carried  away  in  the  water  cur 
rent  and  in  the  water  vapor  in  successive  6-hour  periods. 

Table  61.—Summari/  of  calorhnetric  measurement — Metabolism  experiment  No.  21. 


Date. 

Period. 

(«) 

Heat 
measure 
in  terms 
of  CoQ* 

ib) 

Change 
of  tem- 
perature 
of  calo- 
rimeter. 

(c) 

Capacity 
correc- 
tion of 
calorim- 
eter, 
5x60. 

(<b 

Correc- 
tion due 
to  tem- 
perature 
of  food 
and 
dishes. 

(c) 

Water  va- 
porized 
equals 
total 
amount 
e.xhaled 
less 

aruount 
con- 
densed in 
chamber. 

(/) 

Heat 
u.sed  in 
vaporiza- 
tion of 
water, 
ex  0.592. 

(!/) 

Total 
heat  de- 
termined, 
<I4-C4- 

<l-\-f. 

1899. 

Calories. 

Degree. 

Calories. 

■ 

Calories. 

Grams. 

Calories. 

Calories. 

Feb.  12-13 

7 a.  m.  to  1 p.  m.. 

531.5 

-1-0.02 

4-1.2 

4-12.7 

210.2 

124.4 

669.8 

1 p.  in.  to  7 p.  m.. 

495.2 

- .02 

-1.2 

4-  9.7 

211.4 

125.2 

628.9 

7 p.  m.  to  1 a.  m.. 

427.3 

4-  .01 

4-  .6 

208.8 

123.6 

551.5 

1 a.  ni.  to  7 a.  m.. 

264.8 

- .03 

-1.8 

190.9 

113.0 

376.0 

Total 

1, 718. 8 

- .02 

-1.2 

4-22.4 

821.3 

486. 2 

2,226.2 

13-14 

7 a.  m.  to  1 p.  m . . 
1 p.  m.  to  7 p.  m.. 

534.9 

473.2 

4-  .02 

i-1.2 

4-  8.8 
4-  8.1 

219.0 

214.4 

129.7 
126. 9 

673.4 

609.4 

7 p.  in.  to  1 a.  ni.. 

427. 7 

- .01 

--  .6 



228.2 

135.1 

562.2 

1 a.  in.  to  7 a.  m.. 

301.6 

- .03 

-1.8 

198.8 

117.7 

417.5 

Total 

1,737.4 

- .02 

-1.2 

4-16.9 

800. 4 

509.4 

2,262.5 

14-15 

7 a.  m.  to  1 1>.  m.. 

583.4 

- .03 

-1.8 

4-4.7 

223. 8 

132.5 

718.8 

1 p.  III.  to  7 p.  m.. 

493.7 

4-  .06 

4-3.6 

4-  9.1 

227. 6 

134.7 

641.1 

7 i>.  m.  to  1 a.  in. . 

426.7 

- .01 

- .6 

236.0 

139.7 

565.8 

1 a.  m.  to  7 a.  m.. 

297.7 

4-  .01 

4-  .6 

209.2 

123.9 

422.2 

Total 

1,801.5 

4-  .03 

4-1.8 

< 

4-13.8 

896.6 

530.8 

2,347.9 

Total,  3days. 

5, 257.  7 

- .6 

4-53.1 

2,578.3 

1,526.4 

0, 830. 6 

Balance  of  income  and  outgo  of  matter  and  energy. — The  income 
and  outgo  of  nitrogen,  carbon,  hydrogen,  and  energ^y  are  shown  in 
Tables  62-65. 

In  earlier  experiments  it  was  assumed  that  bodv  fat  contained  76.5 
per  cent  carbon  and  12  per  cent  hydrogen,  with  a heat  of  combustion 
of  9.5  calories  per  gram.  Late  determinations  of  the  composition  and 
heat  of  combustion  of  bod}'  fat  by  Benedict  and  Osterberg'^  essentially 
contirm  these  factors,  show'ing  76.1  per  cent  carbon,  11.8  per  cent 
hydrogen,  and  9.54  calories  per  gram.  These  latter  factors  have  been 
used  in  the  computations  of  results  of  all  experiments  including  and 
subsequent  to  No.  21.  This  change  in  factor,  however,  makes  ex- 
tremely little  dili'erence  in  the  final  results,  so  that  it  has  not  been 
thought  best  to  recalculate  those  for  experiments  preceding  No.  21 
according  to  the  new  factors. 
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Table  62. — Income  and  outgo  of  nitrogen  and  carbon — Metabolism  experiment  Mo.  21. 


Time. 

Nitrogen. 

Carbon. 

(a) 

In 

food. 

(ft) 

In 

feces. 

(C) 

In 

urine. 

id) 

Gain 

or  loss 
<•). 

(e) 

In 

food. 

(/) 

In 

feces. 

(ff) 

In 

urine. 

(ft) 

In  re- 
spira- 
tory 
prod- 
UCt.s. 

(ft) 

Gam 
( 4- ) 

or  I0.S.S 
(-), 
e- (./■-(- <y 

+h). 

1899. 

Gins. 

Gins. 

Gms. 

Gins. 

Gvts. 

Gms. 

Gms. 

Gms. 

Gms. 

Feb.  12-13, 7 n.  m.  to  7 a.  m 

15.5 

1.0 

14.5 

0 

215. 2 

9.0 

10.2 

215.2 

-19.2 

13-14,7  ii.  m.  to  7 a.  m 

15  5 

1.1 

16.2 

-1.8 

215.2 

9.0 

n.3 

214.6 

-19.7 

14-15, 7 n.  m.  to  7 a.  m 

15.5 

1.0 

15.4 

- .9 

21.5.2 

9.0 

10.9 

222. 5 

-27. 2 

Total,  3 dav.s 

46.5 

3.1 

46.1 

-2.  7 

645. 6 

27.0 

32.4 

652.3 

-66. 1 

•Average,!  dav 

15.5 

1.0 

1.5.4 

- .9 

215.2 

9.0 

10.8 

217.4 

-22. 0 

Table  63. — Income  and  outgo  of  water  and  hydrogen — Metabolism  experiment  Ko.  21. 


Time. 

Water. 

(a) 

In  food. 

(6) 

In  drink. 

(c) 

In  feces. 

(rf) 

In  urine. 

(f) 

In  respira- 
tory 

products. 

(/) 

Apparent 

loss, 

n-1-6— (c-f- 
d+e). 

1899. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Feb.  12-13, 7 a.  m.  to  7 m 

889.9 

1, 385. 4 

46.4 

1, 628. 3 

821.3 

- 220.7 

13-14, 7 a.  m.  to  7 a.  m 

889.9 

1,383.8 

46.4 

1, 689. 5 

858.4 

- 320.6 

14-15, 7 a.  m.  to  7 a.  m 

889.9 

1,384.9 

46.4 

1,909.3 

897.6 

- 578.5 

Total, 3 days 

2,669.7 

4, 154. 1 

139.2 

5, 227. 1 

2,577.3 

-1,119.8 

Average,  1 day 

889.9 

1,384.7 

46.4 

1,742.4 

8.59. 1 

- 373.3 

Time. 

Hydrogen. 

(ff) 

In  food. 

(ft) 

In  feces. 

(i) 

111  urine. 

(0 

Apparent 

gain, 

(j-(h+i). 

(m) 

Lo.ss  from 
water, 
/-9. 

(«) 

Total 

gain  (4-)  or 
loss  (-), 
l+m. 

1899. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Feb.  12-13, 7 a.  m.  to  7 a.  m 

. 31.8 

1.2 

2.9 

-f  27.  7 

- 24.5 

3. 2 

13-14, 7 a.  m.  to  7 a.  m 

31.8 

1.3 

3.2 

-L27.3 

- 35.6 

- 8.3 

14-15,7  a.  m.  to  7 a.  m 

31.8 

1.2 

3.1 

-f27.5 

- 64.3 

-36.8 

Total,  3 davs 

95.4 

3.7 

9.2 

4-82.5 

-124.4 

-41.9 

Average,  1 dav 

31.8 

1.2 

3.1 

“H  2 ( . 5 

- 41.5 

-14.0 

Table  6-i.— Gain  or  loss  of  j>rotein  {NX6.25),  fat,  and  water — Metabolism  experiment 

Mo.  21.  ' 


Time. 

(a) 

Nitrogen 
gained 
(4-)  or 
lost  ( — ). 

(ft) 

Protein 
gained 
(4-)  or 
lost  (-), 
ax  6. 25. 

(0 

Total 
carbon 
gained 
(4-)  or 
lost  ( — ). 

fd) 

Carbon  in 
protein 
gained 
( + ) or 
ost(-), 
6x0.53. 

(e) 

Carbon 
it  fat, 
etc., 
gained 
,(  + ) or 
lost  ( — ), 
C— (f. 

if) 

Fat 
gained 
(4-)  or 
lost  (-), 
c^-0.761. 

1899. 

Grams. 

Grams. 

Grams. 

Grams. 

(flams. 

Grams. 

Feb.  12-13, 7 a.  m.  to  7 a.  Ill 

0 

0 

-19.2 

0 

-19.2 

-2!\.  1 

13-14, 7 a.  111.  to  7 a.  Ill 

-1.8 

-11.3 

-19. 7 

-6.0 

-13.7 

-17.9 

14-1.5,7  a.  m.to  7 a.m 

- .9 

- 5.6 

“27.2 

-3.0 

-24.2 

-31.6 

Total,  3 davs 

-2. 7 

—16.9 

-66, 1 

-9.0 

-57.1 

—74. 0 

Average,  1 dav 

- .9 

- 5.6 

-22. 0 

-3.0 

-19.0 

-24. 9 
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Table  64.— Gam  or  los.'<  of  protein  {NX6.25),  fat,  and  water— Metabolimn  experiment 

No.  21 — Continued. 


Time. 

(ff) 

Total 
hydrogen 
gained 
{ + ) or 
lost  ( -). 

Hjvdrogen 
m pro- 
tein gained 
( + ) or 
lost  ( — 1, 
5x0.07. 

(0 

Hydrogen 
in  fat 
gained 
{ + ) or 
lo.st  (-), 
/X  0.118. 

{k) 

Hydrogen 
in  water, 
etc.,  gained 
(4-  )or 
lost  (-), 
g-(h+i).. 

(0 

Water 
gained 
( + ) or 
lost  ( — ), 
A'x9. 

1899. 

Grams. 

Grams. 

Grams. 

Grama. 

Grams. 

Feb.  12-13, 7 a.m.  to  7 a.m 

+ .3.2 

0 

-3.0 

-f  6.2 

+ 56 

13-14, 7 a.  m.  to  7 a.  m 

- 8.3 

- .8 

—2.2 

- .5.3 

- 48 

14-15, 7 a.  m.  to  7 a.  m 

-36.8 

- .4 

-3.8 

-32.6 

-293 

Total,  3 days 

- 41.9 

-1.2 

-9.0 

-31.7 

-285 

Average,  1 day 

-14.0 

- .4 

-3.0 

-10.6 

- 95 

Table  65. — Income  and  outgo  of  energy — Metabolism  experiment  No.  21. 


Time. 

(o) 

Heat  of 
com- 
bustion 
of  food 
eaten. 

(6) 

Heat  of 
eoni- 
bustion 
of  feces. 

(C)  ('b 

Esti- 
mated 
„ , heat  of 

Heat  of  fom- 
eom-  bnstion 
biistion  Qf  prQ. 

at  tein 

urine,  gained 
( + ) or 
lost 
(-)■ 

(«) 

Esti- 
mated 
heat  of 
com- 
bustion 
of  fat 
gaitied 
(+)  or 
lost 
(-). 

(/) 
Esti- 
mated 
energy 
of  ma- 
terial 
oxi- 
dized in 
the 
body, 
a-(b-h 
c-\-d 
+c). 

(.<•/) 

Heat 

deter- 

mined 

Heat 
deter- 
mined 
great- 
er (-I-) 
or  less 

than 

esti- 

mated 

g-f- 

(0 

Heat 
deter- 
mined 
great- 
er (-(-) 
or  less 

than 

esti- 

mated 

A-e/. 

Cato- 

Cain- 

Cato-  Cato- 

Cato- 

Cato- 

Cato- 

Cato. 

1899. 

riC8. 

rka. 

rics.  ri€8. 

rics. 

rics. 

rics. 

rics. 

P.  cl. 

Feb.  12-13, 7 a.  m.  to  7 a.  m 

2,264 

100 

119  0 

-236 

2,281 

2,226 

— 55 

-2.4 

13t-14,  7 a.  m.  to  7 a.  m 

2,264 

100 

132  - 65 

-168 

2, 265 

2,263 

— 2 

- .1 

14-15, 7 a.  m.  to  7 a.  m 

2,264 

100 

127  - 32 

-297 

2,366 

2,348 

- 18 

- .7 

G,  79*2 

300 

378  — 97 

—701 

6, 912 

6,837 

— 75 

Average,  1 day 

'2,264 

100 

126  - 32 

-234 

2,304 

2,279 

— 25 

-1.1 

METABOLISM  EXPERIMENTS  NOS.  23  AND  24. 

These  experiments  were  consecutive  and  form  the  last  of  the  experi- 
ments of  1898-99. 

Subject. — E.  O.,  as  in  experiments  Xos.  11,  13,  and  14,  de.scribed 
above. 

Occupation  during  experiment. — Readino-,  writing,  etc.,  with  as  little 
muscular  and  mental  activity  as  practicable. 

Duration. — Three  days  each.  Experiment  No.  23  began  at  T a.  m., 
March  16,  and  ended  at  7 a.  m.,  March  19,  at  which  time  experiment 
No.  24  began  and  continued  3 days.  An  experiment  not  here  re- 
potted imniediateh'  preceded  experiment  No.  23,  so  that  the  subject 
actually  spent  9 days  in  the  respiration  calorimeter.  The  usual  pre- 
liminarv  period  preceded  the  whole  series  of  experiments. 

— The  diet  consisted  of  a ba.sal  ration,  of  beef,  butter,  milk, 
bread,  parched  cereal,  sugar,  and  hor.seradi.sh,  furnishing  124  grams 
of  protein  and  2,546  calories  of  energ}'  per  day.  Ihis  basal  ration 
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was  consumed  alone  in  experiment  No,  23,  but  was  increased  b}-  a 
supplemental  ration  of  130  grams  of  sugar  per  day  in  experiment 
No.  2-1.  The  kinds  and  quantities  of  food  served  at  each  meal,  and 
of  drink  at  dilferent  periods  of  the  day  are  given  in  Table  66. 


Table  66. — Diet  in  metabolism,  experiments  Nos.  23  and  24. 
FOOD— BASAL  RATION. 


Food  materials. 

Breakfast. 

Dinner. 

.Supper. 

Total. 

Grams. 

75 

(Grams. 

75 

Grams. 

Grams. 

160 

16 

20 

20 

55 

350 

390 

390 

1,130 

55 

100 

155 

310 

45 

45 

40 

40 

30 

“Used  with  coffee  infusion. 

>>  Used  chiefly  with  breakfast  and  dinner  for  relish. 


FOOD— SUPPLEMENTAL  RATION. 


Metabolism  experiment  No.  24 ' Sugar,  130  grams. 


DRINK. 


rp.  „ Coffee 

infusion. 

Water. 

Grams. 

Time. 

Coffee  ,y  , 
infusion.  "8-ier- 

Grams. 

Supper  

Grams.  Grams. 
260  

200 

11.00  p.m 

i 200 

ToUil  for  (lav 

“780  i “600 

2.30  p.  m 

200 

1 

“The  subject  did  not  always  drink  the  full  schedule  allowance  of  coffee  and  of  water.  The  actual 
amount  of  water  consumed  each  day  is  shown  in  the  second  column  of  Table  78. 


The  general  routine  of  the  experiment  is  shown  Iw  the  following 
schedule.  Table  68  summarizes  the  main  statistics  of  the  diaiy  kept 
b}'  the  subject  during  this  series  of  experiments. 


Table  67. — Daily  programme — Metabolism  experiments  Nos.  23  and  24. 


7.00  a.  m 

Ri.se,  pass  urine,  weigh  self. 

3.30  p.  m 

Drink  200  grams  water. 

weigh  absorbers. 

6.30  p.  m 

Supper. 

7.45  a.  m 

Breakfast. 

7.00  p.  m 

Pa.ss  urine. 

10.30  a.  m 

Drink  200  grams  water. 

11.00  p.  m 

Drink  200  grams  water,  take  cap 

1.00  p.  m 

1..30  p.  m 

Pass  urine. 
Dinner. 

off  food  aperture,  retire. 
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Table  68. — Summary  of  diary — Metabolism  exjyeriments  Nos.  23  and  24. 


Time. 

WeiKht  of 
subject 
without 
clothes. 

Pulse  rate 
per  minute. 

Tempera- 

ture. 

Hygrometer  readings. 

Dry  bulb. 

Wet  bulb. 

1899. 

Experiment  Xo.  ss. 

Kilograms. 

°F. 

<^V. 

°C. 

Mar.  16,  7.00  a.  m 

72.89 

56 

97.0 

20.2 

15.3 

3.30  p.  m 

76 

QH  9 

vn  n 

10.45  a.  m 

65 

9S  4 

on  4 

Mar.  17,  7.00  a.  m 

72.67 

58 

97.0 

20.4 

15.1 

3.30  p.  m 

70 

98  n 

90  0 

15  2 

10.50  p.  m 

66 

98  0 

on  0 

15  4 

Mar.  18,  7.00  a.  m 

72. 70 

56 

96.8 

20.3 

14.6 

3.40  p.  m 

66 

97  6 

9n.  2 

15  0 

10.50  p.  m 

66 

98.3 

20.1 

15.2 

Experiment  Xo.  24. 

Mar.  19,  7.00  a.  m 

72. 68 

60 

96.9 

20.2 

14.6 

3.30  p.  m 

64 

98.6 

19.8 

14  6 

10.50  p.  m 

69 

98  8 

20. 2 

1.5  0 

Mar.  20,  7.00  a.  m 

72. 70s 

58 

97.0 

20.0 

14.8 

4.00  p.  m 

73 

99.0 

20.2 

15.4 

10.50  p.  m 

71 

99.0 

20.4 

15.6 

Mar.  21,  7.00  a.  m 

72. 97 

56 

96.6 

20.2 

1.5.0 

3.50  p.  m 

69 

99.2 

20. 2 

15.2 

10.00  p.  in 

70 

99.4 

20,6 

16.0 

Mar.  22,  7.00  a.  m 

72.90 

60 

97.8 

20.8 

16.8 

Detailed  data  of  income  and  outgo. — The  kinds  and  amounts  of 
difi'erent  food  materials  and  nutrients  in  the  dail}’  diet  are  shown  in 
Table  69.  An  experiment  not  reported  here  preceded  No.  23.  No 
separation  of  the  feces  was  made  between  that  experiment  and  No.  23, 
but  it  was  assumed  that  the  undigested  material  and  the  metabolic 
products  would  not  bo  essential fy  difi’erent  in  the  two  experiments. 
Charcoal  was  taken  with  supper  March  18  and  with  breakfast  March 
22  in  order  to  mark  the  feces  from  the  diet  during  experiment  No.  24, 
which  began  with  breakfast  March  19  and  ended  with  supper  March 
21.  Table  70  shows  the  amount  and  composition  of  the  feces  during 
the  experiments. 
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Table  69— Weight,  composition,  and  heat  of  combustion  of  foods— Metabolism  experiments 

Nos.  33  and  34- 


L)ib- 

oni- 

tory 

No. 

Food  materitils. 

Weight 
per  aay. 

Water. 

Pro- 

tein. 

Fat. 

Carbo- 

hy- 

drates. 

Nitro- 

gen. 

Car- 

bon. 

Hydro- 

gen. 

Heat  of 
combu.s- 
tion. 

Basal  ration. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Calories. 

go*)? 

150 

84.9 

52.3 

9.2 

8.38 

35. 35 

5. 05 

395 

55 

5. 2 

.6 

47. 7 

.09 

38.03 

5. 79 

441 

8031 

Skimmed  milk.. 

1,130 

1,025.0 

40.7 

1.1 

54.2 

6.55 

46. 44 

6. 67 

462 

3032 

Bread 

310 

125.2 

24.5 

10.5 

145.7 

3.94 

86. 95 

12.34 

896 

3004 

Parched  cereal.. 

45 

2.7 

5.1 

.3 

36.2 

.82 

18.63 

•2. 78 

183 

40 

40.0 

16.84 

2.59 

158 

8069 

Horse-radish 

30 

26.8 

.4 

2. 5 

.06 

2.  70 

.18 

11 

Total  ration  1 

day,  experi- 

f 

ment  No.  23. 



1,269.8 

1-23.6 

68.8 

-278.6 

19.84 

244.94 

35.40 

2,546 

Supplemental  ra- 

lion. 

130 

130.0 

54.72 

8.42 

515 

Total  ration  1 

day,  experi- 

ment  No.  24. 

l,-269.8 

1-23.6 

68.8 

408.6 

19.84 

299.66 

43.82 

3,061 

j Table  70. — Weight,  composition,  and  heat  of  combustion  of  feces — Metabolism  expen 
I ments  Nos.  33  and  34- 


Lab- 

ora- 

tory 

No. 

Wei|:ht 

feces. 

Water. 

Pro- 

tein. 

Fat. 

Carbo- 

hy- 

drates. 

Nitro- 

gen. 

Car- 

bon. 

Hvdro- 

gen  combns- 
tion. 

Experiment  No.  23. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams.  Calories. 

3035 

Total,  6 davs 

425. 7 

295.0 

42.1 

22.1 

36.2 

6. 77 

61.47 

8. 81  I 685 

Average,!  day... 

70.9 

49.2 

7.0 

3.7 

6.0 

1.13 

10. 25 

1.47  ‘ 114 

Experimait  No.  SI,. 

1 

3036 

Total,  3 days 

270. 0 

204.4 

24.  5 

13.2 

14.6 

3. 91 

31.43 

4.46  j 347 

Average,  1 day... 

90.0 

68.1 

8.2 

4.4 

4.9 

1.30 

10.48 

1.49  ! 116 

•This  period  includes  the  3 days  of  the  experiment  proper  and3  days  of  a preliminary  experiment 
not  reported  here. 


The  urine  in  these  experiments,  as  in  those  preceding-,  was  collected 
at  intervals  throughout  the  day.  Instead  of  dividing  the  24  hours 
into  four  equal  periods,  however,  the  da}'  was  subdivided  into  two 
periods  of  6 hours,  one  of  4 and  one  of  8 hours.  The  object  of  this 
was  to  avoid  waking  the  subject  at  1 o’clock  at  night,  since  he  experi- 
enced some  difficulty  in  dropping  to  sleep  readily  afterwards.  Tables 
71  and  72  give  the  data  for  the  amount  and  composition  of  the, urine 
during  these  experiments.  The  urine  was  not  collected  after  the  close 
of  the  experiments.  The  urine  had  begun  to  decompose  before  the 
heats  of  combustion  of  the  daily  samples  could  be  determined,  con- 
sequently the  daily  elimination  of  energy  has  been  computed  accord- 
ing  to Ihe  manner  followed  under  similar  circumstances  in  experi- 
ments Nos.  13  and  14. 
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Table  71. — Amount,  specific  gravity,  and  nitrogen  of  urine  by  6-hour  periods — Metab- 
olism experiments  Nos.  S3  and  24- 


Date. 

Period. 

.Amount 
of  urine. 

Specific 

gravity. 

Nitrogen  content. 

1S99. 

Experiment  No.  2S. 

Grams. 

Per  cent. 

Grams. 

Mar.  16-17 

7 a.  m.  to  1 p.  m 

498.6 

1.011 

0.66 

. 3.29 

1 p.  m.  to  7 p.  m 

.844.8 

1.010 

.68 

5.74 

7 p.  m.  to  11  p.  m 

374.6 

1.020 

1.32 

4.95 

11  p.  m.  to  7 a.  m 

.681.1 

1.010 

.83 

4.82 

Total 

IK  SO 

Total  by  composite 

2,299.1 

1.013 

.81 

18.62 

17-18 

7 a.m.  to  1 p.m 

402.9 

1.017 

1.14 

4.59 

1 p. m.  to  7 p.m 

834.3 

1.011 

(•) 

7 p.m.  to  11  p.  m 

315.2 

1.014 

..86 

2.97 

11  p.m.  to  7 a.m 1 

697.6 

1.010 

.82 

5. 72 

Total 

(^) 

Total  bv  composite 

2,280.0 

1.012 

.86 

19.61 

18-19 

7 a.m.  to  1 p.m 

312. 7 

1.018 

1.31 

4.10 

1 p.m.  to  7 p.m 

663.3 

1.010 

.63 

4. 18 

7 p.m.  to  11  p.m 

588.1 

1.017 

.96 

5.65 

11  p.m.  to  7 a.m 

432.1 

1.013 

1.05 

4.54 

Total 

18.47 

Total  bv  composite 

1,996.2 

1.013 

.91 

18.17 

Experiment  No.  24. 

Mar.  19-20 

7 a.m.  to  1 p.m 

409.9 

1.016 

1.12 

4.59 

1 p.m.  to  7 p.m 

770.3 

1.012 

.76 

5.85 

7 p.  m.  to  11  p.  m 

28.5.2 

1.017 

1.16 

3.31 

11  p.m.  to  7 a.m 

760.1 

1.010 

.75 

5.70 

Total 

19.45 

Total  bv  composite 

2, 225. 5 

1.014 

.89 

19.81 

20-21 

7 a.m.  to  1 p.m 

344.4 

1.018 

1.19 

4.10 

1 p.m.  to  7 p.m 

661.8 

1.013 

.87 

5.76 

7 p.m.  to  11  p.m 

294.2 

1.019 

1.20 

3.53 

11  p.m.  to  7 a.  m 

570.5 

1.011 

.82 

4.68 

18.07 

Total  bv  composite 

1,870.9 

1.013 

.96 

17.96 

21-22 

7 a.m.  to  1 p.m 

490.0 

1.012 

.84 

4. 12 

1 p.m.  to  7 p.m 

651.6 

1.014 

.85 

5.54 

7 p.m.  to  11  p.m 

257.1 

1.017 

1.12 

2.88 

11  p.m.  to  7 a.  m 

462.8 

1.014 

1.02 

4.72 

Total  . 

17.26 

Total  by  composite 

1,861.5 

1.014 

.94 

17.50 

• Sample  decomposed  before  percentage  of  nitrogen  was  accurately  determined. 
■'Nitrogen  in  composite  taken  for  computations. 
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Table  72.— Daily  elimination  of  carbon,  hydrogen,  water,  and  energy  in  urine — ^fetab- 

olism  experiments  Xos.  23  and  24- 


Date. 

Amount 
of  urine. 

Carbon. 

Hydrogen. 

Water. 

Heat  of  combus- 
tion. 

Per  gram. 

Total. 

1899. 

Experiment  Ao.  S3. 

Grams. 

P.  ct. 

Grams. 

P.ct. 

Grams. 

P.  ct.  Grams. 

Caloric. 

Calories. 

2, 299. 1 

12. 11 

3. 55 

2,234.3 

140 

17-1.^  

2, 280. 0 

12. 62 

3.70 

2,212.4 

146 

1,996.2 

11.90 

3.49 

1,932.5 

137 



Experiment  Xo. 

Mar.  19-20 

2,225.5 

12.53 

‘ 2,158.5 

145 

20-21  

1,870.9 

11.64 

3. 41 

1,808.6 

134 

21-22 

1,861.5 

11.11 

- 

3.26 

1 1,802.0 

128 

Total,  9 days" 

18,540.8 

0.58 

107. 53 

0. 17 

31.  .52 

96.9  17,965.3 

0.067 

1,242 

‘This  period  includes  the  C days  of  experiments  23  and  24  and  3 days  of  a preliminary  experiment 
not  reported  here. 
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The  results  of  the  determination  of  carbon  dioxid  and  water  in  the 
ventilating  air  current  are  given  in  Tables  73-75: 

Table  73. — Comparhon  o f residual  amounts  o f carbon  dioxid  and  water  in  the  chamber 
at  the  beginning  and  end  of  each  period,  and  the  corresponding  gain  or  loss — Metabolism 
experiments  Mos.  S3  and  24. 


Date. 

End  of  period. 

Carbon  dioxid. 

Water. 

Total 

amount  in 
chamber. 

Gain  (+) 
or  loss  ( - ) 
over  pre- 
ceding 
period. 

Total 
amount  of 
vapor  re- 
maining in 
chamber. 

Gain  (-1-) 
or  loss  (— ) 
over  pre- 
ceding 
period. 

Total 
amount 
gained!  4-) 
or  lost(  — ) 
during  the 
period." 

1899. 

Experiment  N».  S3. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Mar.  16-17 

7 a.  m 

24.6 

35.2 

1 p.  m 

44.3 

-1-19.8 

40.5 

-1-5.3 

4-  .5.3 

7 p . ni 

40.9 

- 3.4 

43.2 

+ 2.7 

4-  2.7 

la.  m 

29.8 

-11.1 

45.6 

+ 2.4 

4-  2.4 

7 a.  m 

25.2 

- 4.6 

37.7 

- 7.9 

- 7.9 

Total 

-1-  .7 

4-  2.5 

+ 2.5 

17-18 

Ip.  m 

39.9 

-1-14.7 

40.1 

4-  2.4 

4-  2.4 

7 p.  m 

36.3 

- 3.6 

41.8 

J-  1.7 

4-  1.7 

1 a.  m 

26.7 

- 9.6 

37.4 

- 4.4 

- 1.4 

7 a.  m 

25.0 

- 1.7 

33.5 

- 3.9 

- 3.9 

Total 

- .2 

- 4.2 

- 4.2 

18-19 

Ip.  m 

45.0 

-t-20.0 

39.2 

+ 5.7 

+ 5.7 

7 p.  m 

42.1 

- 2.9 

39.7 

4-  .5 

4-  .5 

la.  m 

27.3 

-14.8 

38.4 

- 1.3 

- 1.3 

7 a.  m 

26.4 

- .9 

34.5 

- 3.9 

- 3.9 

-1-  1.4 

4-  1.0 

4-  1.0 



Experiment  Eo.  SU. 

Mar.  19-20 

1 p.  m 

40.3 

-H3.9 

37.9 

4-  3.4 

4-  3.4 

7 p.  m 

34.9 

- 5.4 

35.1 

- 2.8 

- 2.8 

1 a.  m 

26.6 

- 8.3 

39.0 

4-3.9 

4-3.9 

7 a.  m 

27.8 

+ 1.2 

38.9 

- .1 

- .1 

-1-  1.4 

4-4.4 

4-  4.4 

20-21 

1 p.  m 

45. 6 

-1-17.8 

40.2 

4-  1.3 

4-  1.3 

7 p.  m 

38.6 

- 7.0 

41.5 

4-  1.3 

4-  1.3 

1 a.  m 

29.1 

1 - 9.5 

41.1 

- .4 

- .4 

7 a.  m 

24.1 

36.7 

- 4.4 

- 4.4 

Totn  1 

■ 

i - 3.7 

— ^ 2 

- 2.2 

21-22 

1 p.  m 

41.2 

’ -1-17.1 

39. 6 

4-  2.9 

4-  2.9 

7 p.  m 

44.4 

-1-  3.2 

44.6 

4-5.0 

4-  5.0 

1 a.  m 

26.5 

i -17.9 

/ 44.3 

— . 3 

- .3 

7 a.  m 

30.4 

1 -1-3.9 

46.8 

4-  2.5 

4-2.5 

' Total  

1 

1 -1-6.3 

4-10.1 

4-10.1 

1 

! 

•The  variftlions  in  the  weights  of  the  absorbers  were  so  small  as  to  be  within  the  limits  of  error  in 
weighing.  They  are  not  taken  into  account  in  the  calculations.  There  was  no  drip. 
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T.uii.E  74. Record  of  carbon  dioxid  in  ventilating  air  current — Metabolism  experiments 

Nos.  23  and  24- 


Date. 

Period. 

(a) 

Ventila- 

tion 

(number 
of  liters 
of  air). 

Carbon  dioxid. 

(A) 

Total 
weight 
of  car- 
bon ex- 
haled, 
f/XA- 

In  inc 
ai 

(6) 

Per  . 
liter. 

oming 

r. 

(C) 

Total, 

axb 

(d) 

In  out- 
going 
air. 

(e) 

Total 
excess 
in  out- 
going 
air, 
d-c. 

(/) 

Correc- 
tion for 
amount 
remain- 
ing in 
chamber. 

(ft) 

Cor-  1 
rected  i 
amount  ' 
exhaled 
by  sub- 
ject, 
e+f. 

1899. 

Experiment  No.  2S. 

Liters. 

Mg. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Mar.  lf>-17 

7 a.  m.  to  1 p.  ra  ... 

24, 857 

0.700 

17.4 

234.9 

217.5 

4-19.8 

237.3 

64.7 

1 p. m.  to  7 p.  m... 

26, 329 

.706 

18.6 

245.9 

227. 3 

- 3.4 

223. 9 

61.1 

7 p.  m to  1 a.  m.  . . 

27, 749 

.609 

16.9 

233.3 

216.4 

-11.1 

205.3 

56.0 

1 a.m.  to  7 a.m... 

27, 618 

.567 

15. 7 

151.3 

13.5.6 

- 4.6 

131.0 

35.7 

Total 

106, 553 

68.6 

865.4 

796.8 

-f  .7 

797.5 

217. 5 

17-18 

7 a.  in.  to  1 p.  ni . . . 

27, 110 

.566 

15.4 

236.3 

220.9 

4-14.7 

235.6 

64.2 

1 p.m.  to  7 p. m ... 

26,569 

.556 

14.8 

232.8 

218. 0 

- 3.6 

214.4 

58.5 

7 p. m.  to  1 a.m  . .. 

28,339 

.582 

16.5 

225.7 

209. 2 

- 9.6 

199.6 

54.4 

1 a.  m.  to  7 a.  m ... 

28, 209 

.588 

16.6 

152. 1 

135.5 

- 1.7 

133.8 

36.5 

Total 

110, 227 

63.3 

846.9 

783.6 

- .2 

783.4 

213.6 

18-19 

7 a.m.  to  1 p.m  ... 

26, 108 

.566 

14.8 

248.3 

233.5 

4-20.0 

263.5 

69.1 

1 p.  m to  7 p.  m ... 

26,608 

.548 

14.6 

227.4 

212.8 

- 2.9 

209.9 

57.2 

7 p.  m.  to  1 a.  m . . 

27, 694 

.577 

16.0 

235.9 

219.9 

-14.8 

205.1 

56.9 

1 a.m.  to  7 a.m.  .. 

27, 572 

.578 

15.9 

148.7 

132.8 

- .9 

131.9 

36.0 

Total 

107, 982 

61.3 

860.3 

799.0 

4-  1.4 

800.4 

218.2 

Total,  3 days. 

324, 762 

193.2 

2,572.6 

2, 379. 4 

4-  1.9 

2.381.3 

649.3 

Experiment  No.  24. 

19-'10 

7 a.m.  to  1 p.m  ... 

27, 538 

.580 

16.0 

241.6 

225.6 

4-13.9 

239.5 

65.3 

1 p.m.  to  7 p.m  ... 

27,829 

.557 

16.5 

243. 3 

227.8 

- 5.4 

222.  4 

60.6 

7 p.  m.  to  1 a.  m . . . 

27,889 

.655 

18.2 

248.6 

230.4 

- 8.3 

222.1 

60.6 

1 a.m.  to  7 a.m  ... 

27,385 

.639 

17.6 

153.7 

136.2 

4-  1.2 

137.4 

37.5 

Total 

110,641 

67.2 

887.2 

820.0 

4-  1.4 

821. 4 

224.0 

20-21 

7 a.  m.  to  1 p.  m . . . 

26, 295 

.564 

14.8 

256. 4 

241.  6 

4-17.8 

259. 4 

70.7 

1 p.m.  to  7 p.m  ... 

26, 624 

.672 

15.2 

251.0 

235.8 

- 7.0 

228.8 

62.4 

7p. m.to  1 a.m  ... 

27,  671 

.601 

16.6 

237.5 

220.9 

- 9.5 

211.4 

57.6 

1 a.  m.  to  7 a.  m . . . 

27,938 

.549 

15.3 

159.9 

144.6 

- 5.0 

139.6 

38.1 

Total 

108,528 

61.9 

904.8 

842.9 

- 3.7 

839.2 

228.8 

21-22 

7 a.  m.  to  1p.m... 

26,162 

.609 

15.9 

249.4 

233.5 

4-17.1 

250.6 

68.3 

1 p.  rnuto  7 |).  m. .. 

26,049 

.582 

15.1 

243.4 

228.3 

4-  3.2 

231.5 

63.1 

7 p.  m.  to  1 a.  m . . . 

27,718 

.575 

15.9 

277.7 

261.8 

, -17.9 

243.9 

66.5 

1 a. m.to  7 a.m  ... 

27,370 

.571 

16.6 

165.2 

149.6 

4-3.9 

153.5 

41.9 

Total 

107,299 

62.5 

935.7 

873.2 

4-6.3 

879.5 

239.8 

Total,  3 days. 

326,468 

191. 6 

2, 727. 7 

2,536.1 

4-4.0 

2,540.1 

692. 6 

13007— No.  109—02 


0 
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Table  75. — Record  of  water  in  nerdilating  air  current — Metaholiem  experiments  Nos.  2S 

and  24. 


Date. 

Period. 

Ventilation  (num-  ^ 
ber  of  liters  of 
air).  ■' 

Water  in 
incoming  air. 

Water  in  outgoing  air. 

(ff) 

^ fS 

Correction  for  water  ^ 
remaining  in  ^ 
chamber. 

Total  water  of  respi- 
ration and  perspi-  S 
ration,  g+/i. 

(&) 

0 

w 

u 

(C) 

X 

e 

3 

c 

Amount  con-  ^ 
densed  i n a. 
freezers. 

Amount  not 
condensed  7? 
in  freezers. 

{/) 

+ 

B 

C 

Total  exce.ss  wat 
in  outgoing  ai 

f-c. 

Experiment 

■ 

1899. 

No.  S3. 

Liters. 

Mg. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Mar.  lR-17 

7 a. m.  to  1 i>.  in.. 

24,857 

0.830 

20.6 

180.1 

35.5 

215.6 

195.0 

-t-  5.3 

200.3 

1 p.  m.  to 7 p.  m.. 

26,329 

.787 

20.7 

193.5 

35.5 

229.0 

208.3 

+ 2.7 

211.0 

7 p. m.  to  1 a.  m.. 

27, 749 

.719 

20.0 

232. 4 

42.3 

274. 7 

254. 7 

+ 2.4 

257. 1 

1 a. m.  to  7 a. m.. 

27, 618 

.730 

20.2 

208.4 

35.6 

244.0 

223.8 

- 7.9 

215.  9 

Total 

106,553 

81.5 

814.4 

148.9 

963.3 

881.8 

+ 2.5 

884.3 

17-18 

7 a. m.  to  1 p.  in.. 

27, 110 

.730 

19.8 

190.1 

38.8 

228.9 

209. 1 

+ 2.4 

211.5 

1 p. m.  to  7 p.  m.. 

26,569 

.718 

19.1 

193.3 

33.9 

227.2 

208.1 

+ 1.7 

209.8 

7 p. m.  to  1 a. m.. 

28,339 

.712 

20.2 

201.1 

42.6 

243.7 

223.5 

- 4.4 

219. 1 

1 a.  m.to7  a.m.. 

28,209 

.718 

20.2 

177.6 

36. 6 

214. 2 

194.0 

- 3.9 

190.1 

Total 

110, 227 

79.3 

762.1 

151.9 

914.0 

834.7 

- 4.2 

830.5 

18-19 

7 a.  m.  to  1 p. m.. 

26,108 

. 758 

19.8 

169.6 

36. 7 

206.3 

186.5 

+ 5.7 

192.2 

1 p.  m.  to7  p.  m.. 

26,608 

. 778 

20.7 

184.7 

33.9 

218. 6 

197.9 

+ .5 

198.4 

7 p.  ni.  tol  a.  m.. 

27, 094 

. 776 

21.5 

197.0 

42.6 

239.6 

218.1 

- 1.3 

216.8 

1 a.m. to  7a. m.. 

27,572 

.771 

21.3 

189.2 

35.6 

224.8 

203.5 

- '3.9 

199.6 

• 

Total 

107,982 

83.3 

740.5 

148.8 

889. 3 

806.0 

+ 1.0 

807.0 

Total,  Sdays. 

324,702 

244. 1 

2,317.0 

449. 6 

2, 766. 6 

2, 522. 5 

- 0.7 

2,521.8 

Experiment 

No.  24. 

Mar.  19-20 

7 a.m.  to  1 p.m.. 

27,538 

.802 

22.1 

183.3 

40.0 

223.3 

201.2 

-H  6. 4 

204.6 

1 p.m.  to  7 p.m.. 

27,829 

.785 

21.8 

195.3 

36.7 

232.0 

210.2 

- 2.8 

207.4 

7 p.m.  tol  a.m.. 

27,889 

.759 

21.2 

220.0 

41.9 

261.9 

240. 7 

+ 3.9 

244. 6 

1 a.m. to  7 a.m.. 

27,385 

.744 

20.4 

209.6 

33.7 

243.3 

222.9 

- .1 

222. 8 

Total 

110,641 

85.5 

808.2 

152. 3 

960.5 

875.0 

+ 4.4 

879.4 

20-21 

7 a.  m.  to  1 p.  m.. 

26,295 

.749 

19.7 

191.6 

35.5 

227.1 

207. 4 

+ 1.3 

208. 7 

Ip. m. to  7 p.m.. 

26, 624 

.706 

18.8 

204.9 

32.0 

236.9 

218.1 

+ 1.3 

219.4 

7 p.m. tol  a.m.. 

27,671 

.689 

19.1 

214.0 

40.7 

254. 7 

235.6 

- .4 

235.7 

1 a.m.  to  7 a.m.. 

27,938 

.702 

19.6 

204.4 

a5.3 

239.7 

220.1 

- 4.4 

215. 2 

Total 

108,528 

77.2 

814.9 

143.5 

9.58. 4 

881.2 

— 2.2 

879.0 

21-22 

7 a.m. to  1 p.m.. 

26, 162 

.702 

18.4 

186.8 

34.3 

221. 1 

202. 7 

+ 2.9 

205.6 

1 p. m.  to 7 p.  m.. 

26, 049 

.693 

18.1 

200.1 

31.0 

231.1 

213.0 

+ 5.0 

‘ilS.O 

7 p.  m.  to  1 a.  m.. 

27, 718 

.717 

19.9 

253.0 

41.0 

294.0 

274.1 

- .3 

273. 8 

1 a.  m.  to  7 a.  m.. 

27, 370 

.733 

20.1 

.246.6 

3.5.9 

282.5 

262.4 

4-2.5 

264.9 

Total 

107, 299 



76.5 

886.5 

142.2 

1,028.7 

952.2 

+ 10.1 

962. 3 

Total,  3 days. 

326,408 

239.2 

2,509.6 

438.0 

2, 947. 6 

2, 708. 4 

+12.3 

2, 720. 7 
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Table  76  sliows  the  amount  of  heat  carried  awa)'  in  the  water  cur- 
rent and  in  the  water  vapor  in  successive  6-hour  periods  of  experiments 
Nos.  23  and  24. 

Tablk  70. — Summari/  of  calorimetric  measurements — Metabolism  experiments  Nos.  S3 

and  24- 


Date. 

Period. 

(a) 

Heat 
measured 
in  terms 
of  CoQ. 

(b) 

Change 
of  tem- 
perature 
of  calo- 
rimeter. 

(c) 

Capacity 
correc- 
tion of 
calo- 
rimeter, 
6x60. 

(d) 

Correc- 
tion due 
to  tem- 
perature 
of  food 
and 
dishes. 

(e) 

Water  va- 
porized 
equals 
total 
amount 
exhaled 
less 

amount 

con- 

den.sed  in 
chamber. 

(/) 

Heat 
used  in 
vaporiza- 
tion of 
water, 
ex  0.592. 

(0) 

Total 
heat  de- 
ter- 
mined, 
a-l-c-t-d 
+/. 

1899. 

Experiment  No.  SS. 

Calories. 

Degree. 

Calories. 

Calories. 

Grams. 

Calories. 

Calories. 

Mar.  16-17 

7 a.m.to  1 p.  m 

485.4 

-hO.21 

-1-12.6 

- 17.5 

200.3 

118.6 

599.1 

1 p.m.  to7  p.  m 

521. 4 

- .07 

- 4.2 

- 23.9 

211.0 

124.9 

618.2 

7 p.  m.  to  1 a.  m 

452.2 

— .05 

- 3.0 

257.1 

152. 2 

601.4 

1 a.  m.  to  7 a.  m 

252.0 

-f  .05 

-h  3.0 

215.9 

127.8 

382.8 

Total 

1,711.0 

-h  .14 

-h  8.4 

- 41.4 

884.3 

523.5 

2,201.5 

17-18 

477.4 



— 18.6 

211.5 

125.2 

584.0 

1 p.m.  to  7 p.m 

502.4 

-f  .01 

-f  .6 

- 28.7 

209.8 

124.2 

598.5 

418.1 

219. 1 

129.7 

547.8 

1 a.  m.  to  7 a.  m 

302.4 

190.1 

112. 5 

414.9 

Total 

1, 700. 3 

-f-  .01 

+ .6 

- 47.3 

830.5 

491.6 

2, 145. 2 

18-19 

613.8 

— 16.0 

192.2 

113.3 

611.6 

1 p.m. to 7 p.m 

510.0 

- .02 

- 1.2 

- 28.1 

198.4 

117.5 

598.2 

7 p.  m.tol  a.m 

448.9 

-f  .02 

-1-  1.2 

216.8 

128.3 

578.4 

1 a.m.  to  7 a.  m 

277.7 

- .06 

- 3.6 

199.6 

118.2 

392.3 

Total 

1,750.4 

- .06 

- 3.6 

- 44.1 

807.0 

477.8 

2, 180. 5 

Total,  3 days. 

5, 161.7 

- .09 

5.4 

-132.8 

2,521.8 

1,492.9 

6, 527. 2 

Kxperhnait  No.  24. 

Mar.  19-20 

7 a.  m.tol  p.m 

497.0 

-f  .01 

+ .6 

- 18.5 

204.6 

121.1 

600.8 

1 p.m.  to 7 p.m 

510.9 

-f  .05 

-1-3.0 

- 29.9 

207.4 

122. 8 

606.8 

7 p.  m.  to  1 a.  m. ... 

450. 5 

244.6 

144.8 

595.3 

1 a.m.  to  7 a.  m 

278.8 

-f  .03 

-t-  1.8 

222. 8 

131.9 

412.5 

Total 

1,737.8 

-t-  .09 

-f  5.4 

- 48.4 

879.4 

520.6 

2,215.4 

20-21 

7 a.  m.  to  1 p.  m 

520.9 

-f-  .01 

4-  .6 

- 14.3 

208. 7 

123.5 

630.7 

Ip. m. to 7 p.m 

515.8 

- .04 

- 2.4 

- 31.8 

219.4 

129.9 

611.5 

7 p.m.  to  1 a. m 

436.8 

+ .02 

4-  1.2 

235. 2 

13Q  9. 

f^77  9 

1 a.m.  to  7 a.m 

279. 2 

- .06 

- 3.6 

215.  7 

127.7 

403.3 

Total 

1,752.7 

- .07 

- 4.2 

- 46.1 

879.0 

520.3 

2,222.7 

21-22 

7 a.  m.  to  1 p.  m 

590.0 

-f  .04 

-1-  2.4 

- 14.7 

205. 6 

121.7 

699.4 

1 p.  m.  to  7 p.  m 

443.1 

— 29.9 

218.  0 

Fti9  3 

7 p.  m.  to  1 a.  m 

569.5 

- 01 

- .6 

273.8 

162  1 

731.0 

1 a.m.to7a.m 

248.9 

-f  .01 

4-  .6 

264.9 

156.8 

406.3 

Total 

1,851.5 

-t-  .04 

4-  2. 4 

- 44.6 

962.3 

569.  7 

2,379.0 

Total,  3 days. 

. 5,342.0 

+ 06 

4-3.6 

-139. 1 

2, 720.  7 

1,610.6 

6,817.1 
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Balance  of  income  and  outgo  of  matter  and  energy. — The  income 
and  outgo  of  nitrogen,  carbon,  hydrogen,  and  energy  in  experiments 
Nos.  23  and  24  are  shown  in  Tables  77-80. 


Table  77. — Income  and  outgo  of  nitrogen  and  carbon — Metabolism  experiments  Nos.  23 

and  24. 


Nitrogen. 

Carbon. 

Time. 

(a) 

In 

food. 

(6) 

In 

feces. 

(c) 

In 

urine. 

(d) 
Gain 
( + ) or 
loss 

(-).a- 

(5+c). 

(e) 

In 

food. 

(/) 

In 

feces. 

(9) 

In 

urine. 

W 

In  re- 
spira- 
tory 
prod- 
ucts. 

(fc) 
Gain 
,(  + ) or 
loss(— ), 
e-(/+ 
S'+n). 

1899. 

Experiment  No.  23. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams, 

Grams. 

Grams. 

Mar.  16-17, 7a.m.  to  7a.m.. 

19.8 

1.1 

18.8 

-0.1 

244.9 

10.2 

12.1 

217.5 

+ 5.1 

17-18, 7 a.  m.  to  7 a.  m. . 

19.9 

1.2 

19.6 

- .9 

245.0 

10.3 

12.6 

213.6 

+ 8.5 

18-19, 7 a.  m.  to  7 a.  m. . 

19.8 

1.1 

18.5 

+ .2 

244.9 

10.2 

11.9 

218.2 

+ 4.6 

Total,  3 days 

59.5 

3.4 

56.9 

- .8 

734.8 

30.7 

36.6 

649.3 

+ 18.2 

Average,  1 day 

19.8 

1.1 

19.0 

- .3 

244.9 

10.2 

12.2 

216.4 

+ 6.1 

Experiment  No.  24. 

Mar.  19-20, 7 a.  m.  to  7 a.  m. . 

19.8 

1.3 

19.4 

- .9 

299.7 

10.  n 

12.5 

224.0 

+ 52.7 

20-21,7  a.m.  to  7 a.m.. 

19.9 

1.3 

18.1 

+ .5 

299.6 

10.5 

11.7 

228.8 

+ 48.6 

21-22,7  a.m.  to  7 a.m.. 

19.8 

1.3 

17.3 

+1.2 

299.7 

10.5 

11.1 

239.8 

+ 38.3 

Total,  3 days 

59.5 

3.9 

54.8 

+ .8 

899.0 

31.5 

35.3 

692.6 

+139.6 

Average,  1 day 

19.8 

1.3 

18.2 

+ .3 

299.7 

10.5 

11.8 

230.9 

+ 46.5 

Table  78. — Income  and  outgo  of  water  and  hydrogen — Metabolism  e.vperiments  Nos.  23 

and  24. 


Time. 

Water. 

(“) 

In  food. 

(6) 

In  drink. 

(c) 

In  feces. 

(d) 

In  urine. 

(e) 

In  respira- 
tory prod- 
ucts. 

(/) 

Apparent 

loss, 

a+b— 

(c+d+e). 

1899. 

Experiment  No.  S3. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Mar.  16-17, 7 a.  m.  to  7 a.  m 

1,269.8 

1,362.8 

49.2 

2,234.3 

884.3 

- 535.2 

17-18, 7 a.  m.  to  7 a.  m 

1,269.8 

1,379.2 

49.2 

2, 212. 4 

830.5 

- 443.1 

18-19,7  a.m.  to  7 a.m 

1,269.8 

1,378.0 

49.2 

1,932.5 

807.0 

- 140. 9 

Total,  3 davs 

3,809.4 

4, 120. 0 

147.6 

6,379.2 

2,521.8 

-1,119.2 

Average,  1 day 

1,269.8 

1,373.3 

49.2 

2,126.4 

840.6 

- 373.1 

Experimait  No.  24. 

Mar.  19-20, 7 a.  m.  to  7 a.  m 

1,269.8 

1,376.0 

68.1 

2, 158. 5 

879.4 

- 460.2 

20-21,7  a.m.  to  7 a.m 

1,269.8 

1,382.4 

68.1 

1,808.6 

879.9 

- 103.5 

21-22, 7 a.  m.  to  7 a.  m 

1,269.8 

1,373.4 

68.1 

1,802.0 

962.3 

- 189.2 

Total,  3 days 

3, 809. 4 

4,131.8 

204.3 

5,769.1 

2, 720. 7 

- 752.9 

Average,  1 day 

1, 269. 8 

1,377.3 

68.1 

1, 923. 0 

906.9 

- 250.9 
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Table  78— Ircotyte  and  outgo  of  water  and  hydrogen— Metabolism  experiments  Nos.  2S 

and  24 — Continued.  ' 


Time. 

Hydrogen. 

(ff) 

In  food. 

(h) 

In  feces. 

(i) 

In  urine. 

(.1) 

Apparent 
gain,  0- 
(h+i). 

(m) 

Loss  from 
water, 
/-1-9.  . 

in) 
Total 
gain  ( + ) 
or  loss 
(-),f+m. 

1899. 

Experimait  Ko.  S3. 

Grams. 

Grams. 

Grams. 

Gi-ams. 

Grams. 

Grams: 

Mar.  16-17, 7 a.  m.  to  7 a.  m 

35.4 

1.5 

3.5 

+ 30.4 

- 59.5 

-29.1 

17-18, 7 a.  m.  to  7 a.  m 

35.4 

1.4 

3.7 

+ 30.3 

- 49.2 

-18.9 

18-19, 7 a.  m.  to  7 a.  m 

35.4 

1.5 

3.5 

+ 30.4 

- 15.7 

+14.7 

Total,  3 days 

106.2 

4.4 

10.7 

+ 91.1 

-124.4 

-33.3 

Average,  1 day 

35.4 

1.5 

3.6 

+ 30.4 

- 41.5 

-11.1 

Experiment  No.  24. 

Mar.  19-20,7  a.m.to  7 a.  m 

43.8 

1.5 

3.7 

+ 38.6 

- 51.1 

-12.5 

20-21, 7 a.  m.  to  7 a.  m 

43.8 

1.5 

3.4 

+ 38.9 

- 11.5 

+27.4 

21-22, 7 a.  m.  to  7 a.  m 

43.8 

1.5 

3.3 

+ 39.0 

- 21.0 

+18.0 

Total,  3 days 

131.4 

4.5 

10.4 

+116. 5 

- 83.6 

+32.9 

Average,  1 day 

43.8 

1.5 

3.5 

+ 38.8 

- 27.9 

+10.9 

Table  79. — Gain  or  loss  of  protein  {NX6.25),  fat,  and  luater — Metabolism  experiments 

Nos.  23  and  24- 


Time. 

(a) 

Nitrogen 
gained 
(+)  or 
lost ( — ) . 

ib) 

Protein 
gained 
(+)  or 
lost  (-), 
ax6.25. 

(c) 

Total  car- 
bon 
gained 
(+)  or 
lost  (— ). 

id) 

Carbon in 
protein 
gained 
(+)  or 
lost  (— ), 
6x0.53. 

^ • 
Carbon  in 

fat,  etc., 
gained 
( + ) or 
lost  (— ), 
e—d. 

(/) 
Fat 
gained 
(+)  or 
lost  (— ), 
e-^0.761. 

1889. 

Experiment  No.  33. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Mar.  16-17, 7 a.  m.  to  7 a.  m 

-0.1 

-0.6 

+ 5.1 

0.0 

+ 5.1 

+ 6.7 

17-18, 7 a.  m.  to  7 a.  m 

- .9 

-5.6 

+ 8.5 

-3.0 

+ 11.5 

+ 15.0 

18-19, 7 a.  m.  to  7 a.  m 

+ .2 

+1.3 

+ 4.6 

+ .7 

+ 3.9 

+ 5.1 

Total,  3 days 

- .8 

-4.9 

+ 18.2 

-2.3 

+ 20.5 

+ 26.8 

Average,  1 day 

- .3 

-1.6 

+ 6.1 

- .8 

+ 6.9 

+ 9.0 

Exi>eriment  No.  24. 

Mar.  19-20, 7 a.  m.  to  7 a.  m 

- .9 

-5.6 

+ 52.7 

-3.0 

+ 55.7 

+ 72.8 

20-21, 7 a.  m.  to  7 a.  m 

+ .5 

+3.1 

+ 48.6 

+1.6 

+ 47.0 

+ 61.5 

21-22, 7 a.  m.  to  7 a.  m 

+1.2 

+7.5 

+ 38.3 

+4.0 

+ 34.3 

+ 44.8 

Total,  3 days 

+ .8 

+5.0 

+139. 6 

+2.6 

+137. 0 

+179.1 

Average,  1 day 

+ .3 

. +1.7 

+ 46.5 

+ .9 

+ 45.7 

+ 59.7 
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Table  79.— Gain  or  loss  of  protein  {NX6.25),  fat,  and  water— Metabolism  experiments- 

Nos.  23  and  24 — Continued. 


Time. 

(17) 

Total  hy- 
drogen 
gained  (-t-) 
or  lost  (— ). 

(h) 

Hydrogen 
in  protein 
gained  (+) 
or  lost  (— ), 
6x0.07. 

(0 

Hydrogen 
in  fat 

gained  (+) 
orlo.st  (— ,) 
/X  0.118. 

(*) 

Hydrogen 
in  water, 
etc.,  gained 
(+)  or  lost 
(-). 

</-(7i+f). 

(1) 

Water 
gained  {+) 
or  lost  (— ), 
6x9. 

1899. 

Experiment  No.  23. 

Grams. 

Grain. 

Grams. 

Grams. 

Grams. 

Mar.  16-17, 7 a.  m.  to  7 a.  m 

-29.1 

0.0 

+ 0.8 

-29.9 

-269. 1 

17-18, 7 a.  m.  to  7 a.  m 

-18.9 

- .4 

+ 1.8 

-20.3 

-182. 7 

18-19, 7 a.  m.  to  7 a.  m 

-1-14.7 

+ .1 

+ .6 

+14.0 

+126.0 

Total,  3 days 

-33.3 

- .3 

+ 3.2 

-36.2 

-325.8 

Average,  1 day 

-11.1 

- .1 

+ 1.1 

-12.1 

-108.6 

Experiment  No.  24. 

Mar.  19-20, 7 a.  m.  to  7 a.  m 

-12.5 

- .4 

+ 8.7 

-20.8 

-187. 2 

20-21, 7 a.  m.  to  7 a.  m 

H-27. 4 

+ . 2 

+ 7.4 

+19.8 

+178.2 

21-22, 7 a.  m.  to  7 a.  m 

+18.0 

+ • 5 

+ 5.4 

+12.1 

+108.9 

Total,  3 davs 

+32.  9 

+ .3 

+21. 5 

+11.1 

+ 99.9 

Average,  1 day 

+10.9 

+ .1 

+ 7.1 

+ 3.7 

+ 33.3 

T.\ble  80. — Income  and  outgo  of  energy — Metabolism  experiments  Nos.  23  and  24. 


Time. 

(a) 

Heat  of 
com- 
bustion 
of  food 
eaten. 

(6) 

Heat  of 
com- 
bustion 
of  feces. 

(c) 

Heat 

of 

com- 
bus- 
tion of 
urine. 

. 

id) 
Esti- 
mated 
heat  of 
com- 
bustion 
of  pro- 
tein 
gained 
( + ) or 
lost 
(-)• 

(0 
Esti- 
mated 
heat  of 
com- 
bustion 
of  fat 
gained 
( + ) or 
lost 
(-). 

mated 
energy 
of  ma- 
terial 
oxi- 
dized 
in  the 
body,  a 
-(6+c 
+d+e). 

(17) 

Heat 

deter- 

mined. 

(ft) 

Heat 
deter- 
mined 
greater 
(+)  or 
less  (— ) 
than 
esti- 
mated, 
9-f- 

(i) 

Heat 
deter- 
mined 
greater 
(+)or 
less(— ) 
than 
esti- 
mated, 
h^f. 

1899. 

Experiment  No.  23. 

C(Uo- 

ries. 

(Xilo- 

rics. 

Calo- 

ries. 

Calo- 

ries. 

Cote- 

ries. 

Calo- 

ries. 

Calo- 

ries. 

Calo- 

rics. 

Per 

cent. 

Mar.  16-17,7  a.m.  to  7 a.m  ... 

2, 546 

114 

140 

- 4 

+ 63 

2,233 

2, 202 

- 31 

-1.4 

17-18, 7 a.  m.  to  7 a.  m . . . 

2,546 

114 

146 

-32 

+ 141 

2, 177 

2, 145 

- 32 

-1.5 

18-19, 7 a.  m.  to  7 a.  m . . . 

2, 546 

114 

137 

+ 8 

+ 48 

2,239 

2, 181 

- 58 

-2.6 

Total,  3 days 

7,638 

2,546 

342 

423 

—28 

+ 252 

6,649 

2,216 

6,528 
2, 176 

—121 

114 

141 

— 9 

+ 84 

- 40 

-1.8 

Experiment  No.  24. 

Mar.  19-20, 7 a.  m.  to  7 a.  m . . . 

3,061 

116 

145 

-32 

+ 681 

2,148 

2,215 

+ 67 

+3.1 

20-21, 7 a.  m.  to  7 a.  m . . . 

3,061 

116 

134 

+18 

+ 579 

2,214 

2,223 

+ 9 

+ .4 

21-22, 7 a.  m.  to  7 a.  m . . . 

3,061 

116 

128 

+43 

+ 421 

2,353 

2,379 

+ 26 

+1.1 

9, 183 
3,061 

348 

407 

-t-29 

+10 

+1,684 
+ 561 

6, 715 
2,238 

6,817 

2,272 

+102 
+ 34 

Average,  ! day 

116 

136 

+1.5 
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METABOLISM  EXPERIMENT  NO.  25. 

.1.  F.  S.,  ii  chemist,  29  years  of  age,  weighing  with  under- 
clothing about  04  kilograms  (141  pounds). 

Occu^)ation  dunnq  writing,  and  miscellaneous 

observations  with  the  apparatus,  with  as  little  muscular  activity  as  was 
practicable. 

Three  days,  beginning  at  7 a.  m.  January  23, 1900.  ibe 
usual  preliminary  period  of  4 days  duration  preceded  the  metabolism 
experiment.  The  subject  entered  the  calorimeter  on  the  evening  of 
January  22,  thus  spending  four  nights  and  three  days  in  the  respira- 
tion chamber.  _ . , , • 

— Inasmuch  as  experiment  No.  25  was  the  first  with  this  sub- 
ject, the  experiment  was  somewhat  of  a preliminary  natuie.  The 
average  food  consumption  of  the  subject  had  been  determined  b}  pie- 
liminary  tests,  and  the  diet  was  so  arranged  as  to  furnish  approxi- 
mately the  nitrogen  and  the  energy  it  was  believed  the  subject  required. 
It  was  intended  to  make  this  the  first  of  a series  of  three  experiments, 
in  which  about  one-fifth  of  the  energy  of  the  diet  should  be  furnished 
bi' isodynamic  amounts  of  diflerent  materials.  Unfortunately  an  acci- 
dent to  some  of  the  machinery  necessitated  the  stopping  of  the  experi- 
ment shortly  after  the  close  of  the  first  of  the  series  of  experiments. 
The  diet  con.sisted  of  a so-called  basal  ration  furnishing  about  110  grams 
of  protein  and  2,391  calories  of  energy,  to  which  was  added  63  grams 
of  butter  daily,  furnishing  1 gram  of  protein  and  505  calories  of  energy. 

The  kinds  and  quantities  of  food  served  for  each  meal  and  the  quan- 
tity of  drink  consumed  at  diflerent  periods  of  the  day  are  as  follows: 


Table  81. — Diet  in  metabolism  experiment  No.  25. 
FOOD. 


Food  materials. 

Breakfast. 

Dinner. 

Supper. 

Total. 

Beef  

&raim. 

30 

Grams. 

55 

Creams. 

Grams. 

85 

35 

35 

■ 28 

98 

Milk 

300 

300 

400 

1,C00 

90 

120 

90 

300 

•25 

•25 

50 

35 



35 

70 

10 

10 

20 

DRINK. 


Time. 

Water. 

Time. 

Water. 

Grams. 

Gravts. 

Breakfast 

100 

10.30  p.  m 

100 

10.00  a.  m 

200 

Total  for  day 

900 

8.00  p.  m .* 

200 

9.00  p.  m 

300 
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Dady  routine. — The  dail}’  routine  was  essentiallv  the  same  as  that 
in  previous  experiments  witli  other  subjects,  with ‘ the  exception  that 
the  subject  observed  his  pulse  and  body  temperature  at  more  frequent 
intervals.  The  general  routine  was  as  follows: 


Table  S2.—DaUt/  programme— MetahoUsm  experiment  No.  S5. 


6.50  a.  m 

Take  pulse  and  temperature. 

3.00  p.  m 

Drink  200  grams  water. 

7.00  a.  ni 

Pass  urine,  wei^h  self,  weieh 

G.OO  p.  m 

Supper. 

absorbers. 

6.50  p.  m 

Take  pulse  and  temperature. 

7.4.5  a.  m 

Breakfast,  drink  100  prams 

7.00  p.  m 

Pass  urine,  weigh  self,  weigh  ab- 

water. 

sorbers. 

10.00  a.  m 

Drink  200  grams  water. 

9.00  p.  m 

Drink  300  grams  water. 

12.50  p.  m 

Take  pulse  and  temperature. 

10.20  p.  m 

Take  pulse  and  temperature. 

1.00  p.  m 

Pass  urine. 

10.30  p.  m 

Drink  100  grrams  water,  retire. 

1.15  p.  m 

Dinner. 

1.00  a.  m 

Pass  urine. 

Table  83  summarizes  the  most  important  statistics  in  the  diary  kept 
by  the  subject.  He  weighed  himself  in  underclothing  twice  each  day. 
The  reasons  for  not  removing  all  the  clothing  in  weighing,  as  was  done 
in  previous  experiments,  were  two.  It  Avas  desired  to  avoid  the  mus- 
cular work  involved  in  dressing  and  undressing.  It  has  also  been 
found  that  the  sudden  increase  of  radiation  of  heat  from  the  skin  Avhen 
the  clothing  Avas  removed  caused  a decided  rise  of  the  temperature 
inside  the  chamber  and  thus  disturbed  the  accuracy  of  the  heat  meas- 
urements to  some  extent.  There  Avas  extremel}'  little  muscular  exer- 
cise and  no  sensible  perspiration.  Hence  the  differences  in  weight 
from  time  to  time  ma}’  be  considered  to  represent  A'ery  nearh'  the 
actual  changes  in  body  weight. 

The  determinations  of  pulse  rate  were  made,  of  course,  by  the  sub- 
ject himself,  Avhen  either  sitting  or  reclining,  after  seA^eral  minutes’ 
rest.  The  measurement  at  6.50  to  7 a.  m.,  however,  was  made  just 
before  rising. 

The  body  temperature  was  determined  bj"  means  of  a mercury  ther- 
mometer. The  temperature  was,  as  a rule,  taken  in  the  axilla,  although 
numerous  sublingual  obseiwations  were  made.  The  thermometer  Avas, 
as  a rule,  left  in  place  ten  minutes  before  reading.  While  the  records 
of  bod}"  temperature  thus  taken  are  probably  not  as  accurate  as  might 
be  desired,  later  obserA'ations  Avith  an  electrical  rectal  thermometer 
since  devised  for  continuous  and  accurate  obsei’A'ations  of  internal 
body  temperature  “ lead  us  to  believe  that  the  daily  curves  for  the  two 
are  nearly  parallel. 

In  preA'ious  experiments  a hygrometer  had  been  placed  in  the 
chamber,  and  readings  with  dry  and  Avet  bulb  were  taken  at  frequent 
intei’A'als.  Inasmuch,  however,  as  these  readings  Avere  not  used  in  the  , 
computations  of  results,  and  as  it  is  desirable  in  rest  experiments  to  ' 

“Arch.  Physiol.  [Pfluger],  88  (1901),  No.  9-10,  p.  492.  ; 
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avoid  all  unnecessary  exercise,  even  that  of  rising^  and  reading  the 
hvo'rometer,  these  observations  were  not  made  in  the  experiments  of 
1900. 

Table  S3.— Siimmar)/  of  the  (liarij— Metabolism  e.vperiment  No.  25. 


Time. 

Weight 
of  sub- 
ject in 
under- 
clothes. 

Pulse 

rate 

per 

min- 

ute. 

Temperature. 

Time. 

Weight 
of  sub- 
ject in 
under- 
clothes. 

Pulse 

rate 

per 

min- 

ute. 

Temperature. 

Axil- 

lary. 

Sublin- 

gual. 

Axil- 

lary. 

Sublin- 

gual. 

1900. 

1900. 

Janiianj  33. 

Kgs. 

°F. 

°F. 

Jan.  24 — Cont’d. 

Kgs. 

Op 

Op 

63.79 

73 

97.2 

12.30  p.  m 

63 

97.7 

89 

98.3 

1.52  p.  m 

78 

98.5 

1.55  p.  m 

98.5 

77 

97.8 

2.25  p.m 

98.3 

1 1 ■VI  n m 

73 

97.5 

2.45  p.  m 

98.4 

97.9 

3.23  p.  m 

84 

98.6 

m 

72 

97.6 

3.45  p.  m 

98.6 

98.3 

3.46  p.m 

82 

98.6 

97.7 

4.10  p.  m 

98.8 

98.3 

4.30  p.  m 

75 

98.5 

69 

97.9 

4.55  p.m 

98.3 

98.0 

5.15  p.  m 

- 

75 

98.3 

78 

98.3 

5.30  p.m 

98.2 

86 

98.8 

5.45  p.  m 

69 

82 

98.7 

6.48  p.  m 

98.3 

98.7 

5.57  p.  m 

71 

98.1 

98.5 

6.05  p.  m 

73 

97.9 

6.53  p.  m 

77 

5.35  p.  m 

98.3 

6.57  p.  m 

65. 13 

6.45  p.  m 

75 

97.8 

7.30  p.  m 

78 

98.2 

7 p.  m 

64.63 

7.38  p.  m 

98  2 

8 p.  m 

98.4 

8 p.  m 

98.2 

8.30  D.  m 

75 

98.3 

8.25  p.  ni 

98. 1 

8.40  p.  m 

98.2 

70 

97.7 

9.35  p.  m 

68 

97.7 

9.21  p.  m 

72 

10  D.  m 

97.7 

9.47  p.  m 

97  .5 

10.10  p.m 

97.6 

10.10  p.  ni 

97.5 

10.15  p.  m 

97.7 

64 

97  0 

10.25  p.  m 

69 

97.4 

10.20  p.  m 

97  0 

January  24. 

10.25  p.  m 

64 

97.2 

6.55  a.  m 

04.21 

67 

98.1 

January  35. 

8.30  a.  m 

83 

98.3 

6.55  a.  m 

71 

8.40  a.  m 

98.6 

7.03  a.  m 

64. 49 

9 a.m 

98.6 

7.38  a.  Tn  . . . . 

78 

9.25  a.  m 

78 

98.0 

98.4 

9..30  a.  m 

98.2 

80 

9.35  a.  m 

98.4 

98.5 

9.55  a.  m 

98.2 

82 

10.30  a.  m 

68 

97.9 

98.5 

10.40  a.  m 

80 

97.6 

80 

11  a.  m 

74 

97.2 

98.3 

11.25  a.  m 

84 

98.3 

10.29  a.m  .. 

76 

11.35  a.  m 

81 

98.0 

11.55  a.  m 

09 

97.7 

71 

12.17  p.m > 

98.2 

10.54  a.  m 

74 

74 


Table  83. — Sumniary  of  the  diary — Metabolism  experiment  No.  2-5 — Continued. 


Time. 

Weight 
of  sub- 
ject in 
under- 
clothes. 

Pulse 

rate 

per 

min- 

ute. 

Temperature. 

Time. 

Weight 
of  sub- 
ject in 
under- 
clothes. 

Pulse 

rate 

per 

min- 

ute. 

Temperature. 

Axil- 

lary. 

Sublin- 

gual. 

Axil- 

lary. 

Sublin- 

gual. 

1900. 

1900. 

Jan.  25 — Cont’d. 

A7;s. 

O ^ 

°F. 

Janttary  26. 

' Kgs. 

°F. 

°F. 

11.10  a.  m 

98.0 

6.55  a.  in 

70 

11.13  a.  m 

72 

7 a.  m 

9.S.1 

11.25  a.  m 

74 

7.04  a.  m 

64.43 

11.35  a.  m 

. 

98.1 

8.33  a.  m 

90 

11.39  a.  m 

72 

8.39  a.  m 

88 

11.53  a.  m 

69 

8.41  a.  m 

90 

12.09  p.  m 

98.0 

8.42  a.  m 

97  9 

12.15  p.  m 

72 

9.26  a.  m 

98.5 

12.27  p.  m 

68 

9.30  a.  in 

91 

12.45  p.m 

68 

9.72  a.  m 

98.6 

12.47  p.  m 

98.1 

10  a.  m 

98.3 

2.11  p.m 

81 

98.7 

10.27  a.  ni 

• 

87 

2.37  p.m 

98.7 

10.32  a.  m 

98.2 

2.55  p.  m 

98.1 

-10.44  a.  m 

98.2 

3 p.  m 



81 

98.8 

11.01  a.m 

98.2 

3.19  p.  m 

98.8 

11.12  a.m 

98. 1 

3.26  p.  m 



82 

11.30  a.  m 

97.9 

3.28  p.  m 

98.0 

11.33  a.  m 

82 

97  9 

3.31  p.m 

98.3 

11.55  a.  in 

97.7 

3.33  p.  m 



98.4 

12.05  p.  in 

97.9 

3.35  p.  m 

98.5 

12.28  p.  m 

97.9 

4 p.  in 

98.4 

12.34  p.  m 

72 

4.10  p.  m 

98.5 

12.51  p.  m 

76 

4.35  p.  m 

75 

98.3 

12.56  p.  m 

97.9 

4.48  p.  m 

98.3 

1.56  p.  m 

82 

5.06  p.m 

98.3 

2.04  p.  m 

98.2 

5.23  p.  m 

73 

9,8.2 

2.16  p.  m 

98.4 

6.04  p.  m 

98.3 

2.27  p.  m 

88 

6.43  p.  m 

2.28  p.m 

98.5 

6.46  p.  ni 

98.4 

2.45  p.  m 

98.5 

6.59  p.  m 

65. 19 

3.07  p.  m 

92 

98.4 

3.08  p.  m 

98.6 

7.51  p.  m 

69 

3.12  p.  m 

93 

7.55  p.  m 

97.9 

3.21  p.  m 

98.5 

8.22  p.  m 

97.7 

3.33  p.  m 

98 

98.7 

97.8 

3.45  p.  m 

98.7 

70 

4 p.  m 

98.6 

97.7 

4.39  p.  m 

100 

97.8 

5 p.  ni 

98.7 

97.8 

5,23  p.  ni 

98.6 

97.8 

5.28  p.  m 

■ 95 

70 

5.50  p.  m 

98.3 

97.4 

6.37  p.  ni 

94 

70 

6.49  p.  m 

98.3 

97.2 

7 p.  m 

65. 18 

75 


Detailed  data  of  Income  and  outgo. — The  quantities  of  nutrients 
and  energy  in  the  daily  diet  in  this  experiment  are  shown  in  Table  8-t, 
and  the  total  and  daily  elimination  of  matter  and  energ}^  in  the  feces  in 
Table  So. 

Table  84. — Weight,  composition,  and  heat  of  comhustion  of  foods — Metabolism  experiment 

No.  25. 


Lab- 

ora- 

tory 

No. 

Foo<l  materials. 

Weight 
per  day. 

Water. 

Pro- 

tein. 

Fat. 

Car- 

bohy- 

drates. 

Nitro- 

gen. 

Car- 

bon. 

Hydro- 

gen. 

Heat  of 
combus- 
tion. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Calories. 

cl65 

31G6 

3169 

85 

53.4 

28.5 

2.8 

4.56 

16.68 

2.35 

185 

Butter 

98 

8.6 

1.6 

84.4 

.25 

62. 10 

9.81 

786 

Milk,  skimmed... 

1,000 

894.0 

43.0 

4.0 

51.0 

6.80 

47. 60 

6.  70 

488 

3161 

3168 

Bread 

300 

115.8 

27.3 

6.3 

146.7 

4.38 

84. 12 

12.09 

841 

Parched  cereal  . . 

50 

2.8 

5. 9 

.9 

39.0 

.94 

21.10 

2. 97 

207 

3167 

Ginger  snaps 

70 

3.4 

4.5 

6.0 

.54.9 

.72 

30.91 

4.49 

310 

20.0 



8.42 

1.30 

79 

20 

Total 

1,623 

1,078.0 

110.8 

104. 4 

312.2 

17. 65 

270. 93 

39. 71 

2, 896 

Table  85. — Weight,  composition,  and  heat  of  combustion  of  feces — Metabolism  experiment 

No.  25. 


Lab- , 
ora-  j 
tory 
No.  ; 

Weight 
of  feces. 

Water. 

Pro- 

tein. 

Fat. 

Car- 

bohy- 

drates. 

Nitro- 

gen. 

Car- 

bon. 

Hydro- 

gen. 

Heat  of 
combus- 
tion. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Calories. 

3171  1 Total,  3 days 

211.4 

145.8 

18.2 

8.0 

23.4 

2.92 

29.02 

4.27 

332 

] Average,  1 day... 

i 

70.5 

48.6 

6.1 

2.7 

7.8 

.9/ 

9.67 

1.42 

111 

The  urine  was  collected  and  the  nitrogen  determined  in  the  usual  6- 
hour  periods  each  day.  The  usual  aliquot  portions  of  the  urine  during 
each  period  of  the  day  were  taken  for  the  preparation  of  a composite 
sample  for  the  day.  The  nitrogen  and  heat  of  combustion  of  this 
composite  sample  were  determined.  Aliquot  portions  of  the  urine  for 
each  day  were  taken  for  the  preparation  of  a composite  sample  for 
the  whole  period  of  the  experiment.  Inasmuch  as  it  was  intended  that 
this  experiment  should  form  a part  of  a series  continuing  for  9 days, 
a composite  sample  of  the  urine  for  the  3 daj^s  of  experiment  No.  2.5 
was  not  made,  but  a corresponding  sample  for  5 days  was  prepared 
and  analyzed  in  the  usual  manner.  The  stati.stics  are  shown  in  Tables 
86  and  87.  The  quantities  of  carbon  dioxid  and  water  found  in  the 
ventilating  air  current  during  the  different  days  of  this  experiment 
are  shown  in  Tables  88-90.  Table  90  summarizes  the  calorimetric 
measurements  during  the  experiment. 
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Table  86. — Amount,  specific  gravity,  and  nitrogen  of  urine  hy  6-hour  periods — Metab- 
olism experiment  No.  25. 


Date. 

Period. 

Amount 
of  urine. 

Specific 

gravity. 

Nitrogen  content. 

1900. 

Grams. 

Per  cent,  j 

Grams. 

Jan.  23-24 

7 a.  m.  to  1 p.  m 

281.1 

1.027 

1.40  ! 

3.94 

1 p.  m.  to  7 p.  m 

314.6 

1.029 

1.60  i 

5.03 

7 p.  m.  to  1 a.  m 

201.5 

1.032 

2.03  ; 

4.09 

1 a.  m.  to  7 a.  in 

178.0 

1.028 

1.90  1 

3.38 

Total 

975.2 

1 

16.44 

Total  bv  composite 

975. 2 

1.0285 

1.69  1 

16.48 

24-25 

7 a.  m.  to  1 p.  m 

256.6 

1.026 

1.51  ; 

3.87 

1 p.  m.  to  7 p.  m 

380.3 

1.032 

1.27  I 

4.83 

7 p.  m.  to  1 a.  m 

225.8 

1.027 

1. 79 

4.04 

la.  m.  to  7 a.  m 

349.3 

1.016 

1.06 

3.70 

Total 

1,212.0 



16.44 

Total  bv  composite 

1,212.0 

1.022 

1.35 

16. 48 

25-26 

7 a.  m.  to  1 p.  m 

355.2 

1.022 

1.09 

3.87 

1 p.  m.  to  7 p.  m 

430.7 

1.019 

1.08 

4.65 

7 p.  m.  to  1 a.  m 

303.8 

1.021 

1.34 

4.07 

1 a.  m.  to  7 a.  m 

461.1 

1.014 

.82 

3.78 

Tntn  1 

1,550.8 



16.37 

Total  bv  composite 

1,550.8 

1.019 

1.07 

16.59 

26-27 

7 a.  m.  to  1 p.  m 

402. 6 

1.019 

.92 

3.70 

1 p.  m.  to  7 p.  m 

441.3 

1.018 

1.00 

4.41 

7 p.  m.  to  1 a.  m 

375.6 

1.017 

1.08 

4.06 

1 a.  m.  to  7 a.  m 

305. 6 

1.019 

_ 1.12 

3.42 

i 1,  .525. 1 

15.59 

Total  by  composite 

i 1,525.1 

1. 0185 

1.03 

15. 71 

27-28 

7 a.  m.  to  1 p.  m 

■ 331. 8 

1.021 

1.16 

3.85 

1 p.  m.  to  7 p.  m 

448. 3 

1.019 

1.07 

4.80 

7 p.  m.  to  1 a.  m 

i 405. 0 

1.017 

1.15 

4. 66 

1 a.  m.  to  7 a.  m 

, 280.3 

1.020 

1. 24 

3.47 

1,465.4 

16.78 

Total  by  composite 

1,465.4 

1.019 

1.15 

16.85 

Total,  5 days,  by  composite 

6,728.5 

1.21 

81. 41 

Table  2,1.— Daily  elimination  of  carbon,  hydrogen,  water,  and  energy  in  urine— Metab- 
olism experiment  No.  25. 


Date. 

Amount 
of  urine. 

Carbon. 

Hydrogen. 

Water. 

Heat  of  com- 
bustion. 

Per 

gram. 

Total. 

1900. 

Grams. 

P.  cl. 

Grams. 

P.  ct. 

Grams. 

P.  ct. 

Grams. 

Cal. 

Calories. 

975.2 

12.88 

3. 12 

913.1 

0.142 

138.5 

1,212.0 

12.87 

3. 12 

1, 150. 0 

.121 

146.6 

1,550.8 

12. 82 

3. 10 

1, 489. 0 

.100 

155.1 

... 

1,525.1 

12.21 

2.96 

1,466.2 

.096 

146.4 

27-28 

1,465.4 

13. 14 

3. 18 

1,402.0 

6, 728. 5 

n Qn 

6.3  92 

0.23 

15.48 

95.42 

6,420.3 

1 ulaif  o uiij 
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Table  SS.— Comparison  of  residual  amounts  of  carbon  dioxid  and  water  in  the  chamber 
at  the  beginning  and  end  of  each  period,  and  the  corresponding  gain  or  loss— Metabolism 


experiment  No.  25. 


exptrimtni 

■ 

Date. 

End  of  period 

Carbon  dioxid. 

Water. 

Total 

amount 

in 

chamber. 

Gain  (+) 
orloss(— ) 
over  pre- 
ceding 
period. 

Total 
amount 
of  vapor 
remain- 
ing in 
chamber. 

Gain  f-f) 
orlossf  — ) 
over  pre- 
ceding 
period. 

Change 
in  weight 
of  ab- 
.sorbers, 
gain  (4-1 
orloss(  — ). 

Total 
amount 
gained  (4-) 
or  lost(— ) 
during  the 
period. 

1900. 

&rams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Jan.  23 
23 

97 

36.5 

1 a.  

1 p.  m 

36.7 

-1-9.3 

42.9 

4-6.4 

4-11 

4-17.4 

23 

7 p.  m 

45. 6 

4-8.9 

44.1 

-1-1.2 

4-10 

4-11.2 

24 

1 a.  

21. e, 

-18.0 

43.9 

_ ^ 2 

-11 

-11.2 

24 

7 a.  m 

26.6 

. - 1.0 

37.4 

-6.5 

-10 

-16.5 

Total 

- .8 

4-  .9 

0 

-r  . 9 

24 

1 p.  m 

38.6 

4-12.0 

41.8 

4-4.4 

4-  1 

4-  5.4 

24 

7 p.  m 

44.6 

4-6.0 

39.3 

-2.5 

4-  1 

- .5 

25 

1 a.  m 

26.0 

-18.6 

41.2 

4-1.9 

- 2 

- .1 

25 

7 a.  m 

24.9 

- 1.1 

35.0 

-6.2 

- 2 

- 8.2 

Total 

- 1.7 



-2.4 

- 2 

--  4.4 

25 

1 p.  m 

35.5 

4-10.6 

40.3 

4-5.3 

- 1 

4-  4.3 

25 

7 p.  m 

46. 7 

4-11.2 

43.5 

4-3.2 

0 

4-  3.2 

26 

1 a.  ni 

26.8 

-19.9 

40.3 

-3.2 

0 

- 3.2 

26 

7 a.  m j- 

j 26.4 

- .4 

36.5 

-3.8 

0 

- 3.8 

Total 

4-  1.5 

4-1.5 

- 1 

4-  .5 

Total,  3 day.s 

1 

1 

- 1.0 



0 

- 3 

- 3.0 

Table  89. — Record  of  carbon  dioxid  in  ventilating  air  current — Metabolism  experiment 

No.  25. 


Date. 

1 

(a) 

Carbon  dioxid. 

{h) 

Total 
weight 
of  car- 
bon ex- 
haled. 

Period. 

Ventila- 

tion 

(number 
of  liters 
of  air). 

In  inc 
a 

(6) 

Per 

liter. 

Joining 

ir. 

(C) 

Total, 
a X 5. 

(d) 

In  out- 
going 
air. 

(e). 
Total 
excess 
in  out- 
going 
air, 
d — c. 

(/) 

Correc- 
tion for 
amount 
remain- 
ing in 
chamber. 

Corrected 
amount 
exhaled 
by  sub- 
ject, 
e+f. 

1900. 

Liters. 

Mg. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Jan.  23-24 

7 a. m.  to  1 p. m ... 

25,652 

0.624 

16.0 

244.9 

228.9 

-f  9.3 

238.2 

65.0 

1 p. m.  to  7p. m ... 

26,430 

.593 

15.7 

247. 3 

231.6 

-t-  8.9 

240.5 

66.6 

7 p. m.  to  1 a.m  ... 

27,208 

.561 

15.3 

226.6 

211.3 

—18.0 

193.3 

52.7 

1 a.m.  to  7 a. m ... 

26,430 

.539 

14.2 

144.0 

129.8 

— 1.0 

128.8 

35.1 

Total 

105, 720 

61.2 

862.8 

801.6 

- .8 

800.8 

218.4 

24-25 

7 a. m.  to  1 p.m  .. . 

26,430 

.611 

16.1 

238.8 

222.  7 

-P12.0 

234.7 

64.0 

1 p. m.to7p. m ... 

27,208 

.598 

16.3 

233.4 

217.1 

-1-  6.0 

223.1 

60.8 

7 p.m.  to  1 a.m  ... 

27,985 

.560 

15.7 

235. 0 

219.3 

-18.6 

200.7 

54.7 

1 a.m.  to  7 a.  m ... 

27, 985 

.549 

15.4 

150.7 

135.3 

- 1.1 

134.2 

36.6 

Total 

109, 608 

63.5 

857.9 

794.4 

- 1.7 

792. 7 

216.1 

25-26 

7 a.  m.  to  1 p.  m ... 

27, 207 

.572 

15.6 

224. 8 

209.2 

-1-10.6 

219.8 

59.9 

1 p.m.  to  7 p.m  ... 

26,430 

.588 

1.5.5 

233. 4 

217.9 

-HI. 2 

229. 1 

62.6 

7 p.m.  to  1 a.m  ... 

27,985 

.584 

16.3 

235.6 

219.3 

-19.9 

199. 4 

54.5 

1 a.m.  to  7 a.m  ... 

27, 208 

.548 

14.9 

156.6 

141.7 

- .4 

141.3 

38.4 

Total 

108, 830 

62.3 

850.4 

788.1 

-)-  1.5 

789. 6 

216. 3 

Total,  3 days. 

324, 158 

187.0 

2,571.1 

2,384.1 

- 1.0 

2, 383. 1 

649. 8 
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Table  90. — Record  of  water  in  ventilating  air  current — Metabolism  experiment  Xo.  25. 


Date. 

Period. 

(a) 

s7 

wo 

S3 

> 

Water  in  in- 
coming air. 

Water  in  outgoing  air. 

Total  excess  water  ^ 
in  outgoing  air,  S' 

f-c. 

Correction  for  water  ^ 
remaining  in  g 
chamber. 

Total  water  of  res-  ^ 
piration  and  per-  3 
.spiration,  g+li. 

(6) 

C 

o 

0) 

(c) 

X 

e 

S 

c 

H 

Amount  con-  ^ 
densed  in  s. 
freezers.  "■ 

Amount  not  ^ 
condensed  2 
in  freezers. 

(/) 

i 

i 

c 

1900. 

Liters. 

Gravis. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Gravis. 

Jan.  23-21 

7 a.  m.  to  1 p.  m. 

25,652 

0.877 

22.5 

191.9 

46.6 

238.5 

216. 0 

-t-17.4 

233.4 

1 p.  m.  to  7 p.  m. 

26, 430 

.870 

23.0 

210.1 

37.8 

247.9 

224. 9 

-1-11.2 

236.1 

7 p.  m.  to  1 a.  m. 

27,208 

.862 

23.5 

212.9 

42.3 

255.2 

231.7 

-11.2 

220.5 

1 a.m.  to  7 a.  m. 

26, 430 

.819 

21.6 

190.9 

36.2 

227.1 

205.5 

- 16.5 

189.0 

Total  -. 

105, 720 

90.6. 

805. 8 

162.9 

968.7 

878.1 

-P  .9 

879.0 

24-25 

7 a.  m.  to  1 p.  m. 

26,430 

.887 

23.4 

193.7 

40.2 

233.9 

210.5 

-t-  5.4 

215.9 

1 p.  m.to  7 p.  m. 

27, 208 

.864 

23.5 

209.1 

39.3 

248. 4 

224.9 

- 1.5 

223.4 

7 p.  m.  to  1 a.  m. 

27,985 

.834 

23.3 

218.5 

43.7 

262. 2 

238.9 

- .1 

238.8 

1 a. m.to  7 a.  m. 

27,985 

.859 

24.0 

189.7 

39.5 

229.2 

205.2 

- 8.2 

197.0 

Total 

109,608 

94.2 

811.0 

162. 7 

973. 7 

879.5 

- 4.4 

875.1 

25-26 

7 a.  m.  to  l.p.  m. 

27,207 

.853 

23.2 

188.7 

43.9 

232.6 

209.4 

■f  4.3 

213.7 

1 p.  m.  to  7 p.  m. 

26,430 

.873 

23.1 

197.7 

37.0 

234.7 

211. 6 

-i-  3.2 

214. 8 

7 p.  m.  to  1 a.  m. 

27,985 

.841 

23.6 

199.7 

43.3 

243.0 

219. 4 

- 3.2 

216.2 

1 a.  m.  to  7 a.  m. 

27, 208 

.812 

22.1 

181.8 

36.3 

218.1 

196.0 

- 3.8 

192.2 

Total 

108, 830 

92.0 

767.9 

160.5 

928.4 

836.4 

-1-  .5 

836.9 

Total,  3 days. 

324,1.58 

276.8 

2,384.7 

486.1 

2,870.8 

2,594.0 

- 3.0 

2, 591. 0 

Table  91. — Summarg  of  calorimetric  measurements — Metabolism  experiment  Xo.  25. 


Date. 

Period. 

(a) 

Heat 
meas- 
ured in 
terms  of 
Cjo. 

(6) 

Change 
of  tem- 
perature 
of  calo- 
rimeter. 

(<;) 

Capacity 
correc- 
tion of 
calorim- 
eter, 
5x60. 

(d) 

Correc- 
tion due 
to  tem- 
perature 
of  food 
and 
dishes. 

(e) 

Water  va- 
porized 
equals 
total 
amount 
exhaled 
less 

amount 
con- 
densed in 
chamber. 

(/) 

Heat 
used  in 
vaporiza- 
tion of 
water, 
cxO.592. 

(!7) 

Total 
heat  de- 
termined, 
a-l-c-t-d 
4-/. 

1900. 

Calories. 

Degree. 

Calories. 

Calorics. 

Grams. 

Calorics. 

Calorics. 

Jan.  23-24 

' 588.0 

- 0.5 

222. 4 

131.7 

719. 2 

1 p.  m.  to  7 p.  m... 

490.6 

-0.01 

-0.6 

- 2.2 

226.1 

133.8 

621.6 

447.1 

4-  5.9 

231.5 

137.1 

.590. 1 

1 a. m.to  7 a.m... 

248.5 

... 



199.0 

117.8 

366.3 

Total 

1,774.2 

- .01 

-0.6 

4-  3.2 

879.0 

520.4 

2,297.2 

24-25 

542.2 

4-0.3 

214. 9 

127.2 

669.7 

467. 2 

- 3.0 

222.4 

131.7 

595.9 

443.  7 

4-6.1 

240.8 

142. 6 

592.4 

1 a.m.  to  7 a.  m... 

239.0 

+ .04 

4-2.4 



199.0 

117.8 

359.2 

Total 

1,692.1 

-t-  .04 

4-2.4 

4-  3.4 

877. 1 

519.3 

2,217.2 

2.5-26 

520. 2 

4-0.2 

214.7 

127.1 

647.5 

495.7 

- 2.2 

214.8 

127.2 

620.7 

430  2 

4-6.6 

216.2 

128.0 

564.8 

1 a.m.  to  7 a. m... 

270.9 

-t-  .03 

4-1.8 

192.2 

113.8 

386.5 

Total 

1,717.0 

-t-  .03 

4-1.8 

4-4.6 

837.9 

496.1 

2,219.5 

Total,  3 days. 

5, 183.3 

4-3.6 

4-11.2 

2,594.0 

1,635.8 

6,733.9 
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Balance  of  income  and  outgo  of  niattev  and  energy. — Tables  92-95 
summarize  the  income  and  outgo* of  nitrogen,  carbon,  h}’^clrogen,  and 

energy. 

Tablk  92.— Income  and  outgo  of  nitrogen  and  carbon — Metabolism  experiment  No.  25. 


Nitrogen.  Carbon. 


Date. 

(fl) 

In 

food. 

(6) 

In 

feces. 

(.c) 

In 

urine. 

(rf) 
Gam 
( + )or 
loss ( — ) 
a— 

ib+c). 

(e) 

In 

food. 

{/) 

In 

feces. 

(ff) 

In 

urine. 

(A) 

In 

respira- 

tory 

prod- 

ucts. 

(k) 
Gain 
( + ) or 
lo.ss(  — ) 
e-if+ 
9+h). 

1900. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Gravis. 

Gravis. 

Grams. 

Jan.  23-24,  7 a.m.  to  7 a.  m.. 

17.7 

1.0 

16.4 

+0.3 

270.9 

9.7 

12.9 

218.4 

+29.9 

24-25,  7 a.  m.  to  7 a.  m. . 

17.6 

.9 

16.4 

+ .3 

270.9 

9.6 

12.9 

216.1 

+32.3 

25-26,  7 a.  ra.  to  7 a.  m. . 

17.7 

1.0 

16.4 

+ .3 

270.9 

9.7 

12.8 

215.3 

+33.1 

Total,  3 days 

53.0 

2.9 

49.2 

+ .9 

812.7 

29.0 

38.6 

649.8 

+95.3 

Average,  1 dav 

17.7 

1.0 

16.4 

+ .3 

270.9 

9.7 

12.9 

216.6 

+31.7 

T.vble  93. — Income  and  outgo  of  water  and  hydrogen — Metabolism  experiment  No.  25. 


Date. 

Water. 

(a) 

In 

food. 

(6) 

In 

drink. 

(c) 

In 

feces. 

(d) 

In 

urine. 

(e) 

In 

respiratory 

products. 

4 (/) 

Apparent 

loss, 

— 

(c+d+e). 

1900. 

Grams. 

Gravis. 

Gravis. 

Gravis. 

Gravis. 

Gravis. 

Jan.  23-24, 7 a.  m.  to  7 a.  m 

1,078 

900 

48.6 

913.1 

879.0 

+137.3 

24-25, 7 a.  m.  to  7 a.  m 

1,078 

900 

48.6 

1,150.0 

875.1 

— 95. 7 

25-26, 7 a.  m.  to  7 a.  m 

1,078 

900 

48.6 

1,489.0 

836.9 

-396. 5 

Total,  3 davs 

3,234 

2, 700 

145.8 

3,552.1 

2,591.0 

-354.9 

Average,  1 dav 

1,078 

900 

48.6 

1,184.0 

863.7 

-118. 3 

Date. 

Hydrogen. 

to) 

In 

food. 

Ui) 

In 

feces. 

(0 

In 

urine. 

(0 

Apparent 

gain, 

g-{h+i). 

(m) 

Loss  from 
water  ,/-j-9. 

(M) 

Total 
gain  ( + ) 
or  loss  ( — ), 
f+))i. 

1900. 

Grams. 

Grams. 

Gravis. 

Grams. 

Gravis. 

Gravis. 

Jan. 23-24, 7 a.m.  to  7 a.  ra 

39.7 

1.4 

3.1 

+ 35.2 

+15.3 

+50. 5 

24-25, 7 a.  m.  to  7 a.  m 

39.7 

1.4 

3.1 

+ 35.2 

-10.6 

+24.6 

2.5-26, 7 a.  m.  to  7 a.  m 

39.7 

1.5 

3.1 

+ 35.1 

-44.1 

- 9.0 

Total,  3 days 

119.1 

4.3 

9.3 

+105.5 

+39,4 

+66.1 

Average,  1 dav 

39.7 

1.4 

3.1 

+ 35.2 

+13.2 

+22.0 
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Table  94. — Gain  or  lossufprolein{Nx.6.S5),fat,  and  ivater — Metabolism  experiment  No.  35. 


Date. 

(a) 

Nitrogen 
gained  (+) 
or 

lost(-). 

(i>) 

Protein 
gained(  + l 
or 

lost  (— ), 
ax6.25. 

(C) 

Total 

carbon 

gained(+) 

or 

lost  (— ). 

(cl) 

Carbon  in 
protein 
gained(+) 
or 

lost  (— ), 
6x0.53. 

„ . 

Carbon  in 

fat,  etc., 
gained  (+> 
or 

lost  (— ), 
c—d. 

if) 

Fat 

gained(+) 

or 

lost  ( — ), 
ch-0.761. 

1900. 

Jan.  23-24,  7 a.  m.  to  7 a.  m 

24- 25,  7 a.  m.  to  7 a.  m 

25- 26,  7 a.  m.  to  7 a.  m 

Total,  3 days 

Average,  1 day 

Gram. 
+0.3 
+ .3 
[ + .3 

Grams. 

+1.9 

+1.8 

+1.9 

Grams. 

+29.9 

+32.3 

+33.1 

Grams. 
+ 1.0 
+1.0 
+1.0 

Gravis. 

+28.9 

+31.3 

+32.1 

Grams. 

+ 38.0 
+ 41.1 
-i-  42.2 

+ .9 
+ .3 

+5.  G 
+1.9 

i-95.3 

+31.8 

+3.0 

+1.0 

+92.3 

+30.8 

+121.3 
+ 10.4 

Date. 

(ff) 

Total 
hydrogen 
gained(  + ) 
or  lost  (— ). 

W j (i) 

Hydrogen  \ Hydrogen 
in  protein  ! in  fat 
gained  ( + ) gained  ( + ) 
or  lost(— ),  orlost(— ), 
6x0.07.  1 /xO.118. 

(k) 

Hydrogen 
in  water, 
etc., 

gained  (+) 
or  lost  (— ), 
g-(h+i). 

(f) 

Water 
gained  (+) 
or  lost  (— ), 
6x9. 

1900. 

Jan.  23-24,  7 a.  m.  to  7 a.  m 

24- 25,  7 a.  m.  to  7 a.  m 

25- 26,  7 a.  m.  to  7 a.  m 

Total,  3 days 

Average,  1 day 

Grams. 
+50.5 
+24.6 
- 9.0 

Gram. 
+0.1 
+ .1 
+ . 2 

Grams. 

+ 4.5 
+ 4.8 
+ 5.0 

Grams. 
+45. 9 
+19.7 
-14.2 

Gravis. 

+413.1 

+177.3 

-127.8 

+66.1 

+22.0 

+ .4 
+ .1 

+14.3 
+ 4.8 

+51.4 

+17.1 

+462.6 

+154.2 

Table  95. — Income  and  oulyo  of  mergy — Metabolism  e.xperimeid  No.  25. 


Date. 

(a) 

Heat  of 
com- 
bustion 
of  food 
eaten. 

(6) 

Heat  of 
com- 
bustion 
of 

feces. 

(e) 

Heat  of 
com- 
bustion 
of 

urine. 

(d) 
Esti- 
mated 
heat  of 
com- 
bustion 
of 

protein 
gained 
(+) 
or  lost 

(-)• 

(e) 

Esti- 
mated 
heat  of 
com- 
bustion 
of  fat 
gained 

(+) 
or  lost 

(-)• 

(/) 
Esti- 
mated 
energy 
of  ma- 
terial 
oxi- 
dized 
in  the 
body, 
a-(6+c 
+d+e). 

(F) 

Heat 

deter- 

mined. 

ih) 
Heat 
deter- 
mined 
greater 
(+)or 
less  (— ) 
than 
esti- 
mated, 

s-f- 

(f) 

Heat 
deter- 
mined 
greater 
(+)  or 
less(— ) 
than 
esti- 
mated, 
h^f. 

1900. 

Calo- 

ries, 

Calo- 

ries. 

Calo- 

ries. 

Calo- 

ries. 

Calo- 

ries. 

Calo- 

rics. 

Calo- 

ries. 

Calo- 

ries. 

Per  rt. 

Jan.  23-24, 7 a.  m.  to  7 a.  m . . 

2,896 

Ill 

138 

+11 

+ 362 

2,274 

9,297 

+23 

+1.0 

24-25, 7 a.  m.  to  7 a.  m . . 

2,896 

110 

147 

+10 

+ 392 

2,237 

2,217 

-20 

- .9 

25-26, 7 a.  m.  to  7 a.  m . . 

2,896 

111 

155 

+11 

+ 403 

2,216 

2,220 

+ 4 

+ .2 

Total,  3 da  vs 

8,688 

332 

440 

+32 

"hi  1 1^^ 

6,727 

6,734 

+ 7 

+ .3 

Average,  1 day 

2,896 

111 

147 

+11 

+ 385 

2,242 

2,244 

+ 2 

+ .1 

METABOLISM  EXPERIMENTS  NOS.  26  AND  28. 

Subject. — J.  F.  S.,  as  in  the  previous  experiment,  weighing  with 
underclothing  about  6-i  kilograms  (141  pounds). 

Occupation  during  experiment. — Reading,  writing,  and  miscellaneous 
observations  within  the  apparatus,  with  as  little  muscular  activity  as 
practicable. 
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I>Hnxtion . — Experiments  Nos.  and  28  form  the  tirst  and  last  of  a 

series  of  3 experiments  which  were  made  for  the  purpose  of  studjdng 
the  relative  replacing  power  of  isodynamic  amounts  of  dilferent  mate- 
rials; the  intermediate  experiment  is  not  reported  here.  The  usual 
preliminary  period  of  -i  days  duration  began  with  breakfast  Febiuaij 
10,  1900,  and  ended  with  supper  February  13.  The  subject  entered 
the  calorimeter  on  the  evening  of  February  13  and  experiment  No.  26 
began  at  7 a.  m.  Februaiy  llr,  continuing  3 days.  Experiment  No.  28 
began  at  7 a.  m.  February  20,  and  continued  until  7 a.  m.  February  23. 

The  diet  consisted  of  a basal  ration  furnishing  about  99 
grams  of  protein  and  1,982  calories  of  energy  per  day.  To  this,  in 
experiment  No.  26,  was  added  63.5  grams  of  butter,  furnishing  1 gram 
of  protein  and  508  calories  of  energy.  In  experiment  No.  28  the 
material  added  consisted  of  128  grams  of  cane  sugar,  furnishing  507 
calories  of  energy  per  da3^  The  protein  and  energy  were  thus  prac- 
ticall}'  the  same  in  both  of  the  experiments.  The  kinds  and  quantities 
of  food  in  the  basal  ration  as  served  for  each  meal,  the  character  and 
amount  of  the  supplemental  ration  in  the  different  experiments,  and 
the  quantity  of  drink  consumed  at  different  periods  of  the  da}"  in  each 
experiment  were  as  follows: 


Table  90. — Did  in  metnhnlism  experiments  Xos.  26  and  28. 
FOOD— BASAL  RATION. 


Food  materials. 


Beef 

Butter 

Milk 

Bread 

Ginger  snaps.. 
Parched  cereal 
Sugar  


Breakfast. 

Dinner. 

Supper. 

Total. 

Grams. 

Grams. 

Grams. 

Grams. 

35 

50 

85 

10 

12 

8 

30 

300 

400  1 

300 

1,000 

50 

100 

50 

200 

30 

30 

60 

25 

25 

50 

15 

! 

15 

FOOD-SrPPLEMENTAL  RATION. 

E.\poriment  No.  20 (53..=,  grams  butter  per  day. 

Experiment  No.  28 128  grams  sugar  per  day. 

DRINK. 


Time. 

Water. 

' Time. 

Water. 

Breakfast 

Grams. 

100' 

200 

Grasis. 

300 

10  II.  m 

3 p.  m 

Total  for  day 

800 

200 

13UU7— No.  109  02 

6 
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Daily  routine. — The  general  routine  of  the  experiment  was  as  follows: 


Table  97. — I)a\hj  programme — Metabolism  experiments  Nos.  S6  and  SS. 


(i.oO  i\.  m 

1 

Take  pul.se  and  temperature.  ' 

6.00  p.  m 

Supper. 

7.00  a.  m 

Rise,  pass  urine,  weigh  self,  weigh 

Take  pulse  and  temperature. 

absorbers.  ' 

T.OO  p.  m 

Pass  urine,  weigh  self,  weigh  ab- 

7.45  n.  m 

Breakfast,  drink  100  grams  water.! 

sorbers. 

10.00  n.  m 

Drink  200  grams  water. 

9.00  p.  m 

Drink  300  grams  water. 

12.50  p.  m 

Take  pulse  and  temperature. 

10.20  p.  m 

Take  pulse  and  temperature. 

1.00  p.  m 

Pass  urine. 

10.30  p.  m 

Retire. 

1.15  p.  m 

3.00  p.  m 

Dinner. 

Drink  200  grams  water. 

1.00  a.  m 

Pass  uriue. 

0 


The.  more  important  statistics  in  the  diary  kept  b}"  the  subject  dur- 
ing experiments  Nos.  26  and  28  are  summarized  in  Table  98. 

Table  98. — Siimmarg  of  the  diary — Metabolism  experiments  Nos.  86  and  28. 


Weight 

Time.  of  subject 

iinunder- 
j clothes. 

Pulse 
rate  per 
min- 
ute. 

Temper- 

ature. 

Time. 

Weight 
of  subject 
in  under- 
clothes. 

Pulse 
rate  per 
min- 
ute. 

Temper- 

ature. 

1900. 

1890. 

Experiment  Xo.  26. 

Kgs. 

°F. 

Expt.  No.  26 — Cont’d. 

Kge. 

°F. 

64 

97.8 

Feb.  15,  5.30  p.  m 

98.0 

78 

98.3 

5.49  p.  m 

69 

07 

98.1 

6.30  p.  m 

69 

98.2 

19  97  p m 

64 

6.55  p.  m 

64.87 

68 

98.2 

97.8 

7.30  p.  m 

75 

98.1 

01 

8.30  p.  m 

67 

97.6 

97.9 

8.54  p.  m 

70 

98.5 

9.00  p.  m 

97.5 

98.5 

9.30  p.  m 

67 

70 

98.5 

9.35  p.  m 

97.4 

67 

9.51  p.  m 

97.6 

98.7 

10.15  p.  m 

70 

64.88 

10.20  p.  m 

97.5 

97.6 

Feb.  16,  6.55  a.  m 

71 

04 

97. 5 

7.00  a.  m 

64.01 

98.1 

64 

97.7 

8.32  a.  m 

82 

fi4 

8.40  a.  m 

98.3 

69 

98.1 

9.30  a.  m 

79 

64. 18 

9.37  a.  m 

98.2 

78 

10.31  a.  m 

76 

98.3 

98.3 

11.26  a.  m 

72 

82 

98.5 

11.30  a.  m 

98.2 

80 

12.27  p.  m 

70 

98.3 

12.30  p.  m 

98.1 

71 

12.58  p.  m 

71 

98.5 

1.00  p.  m 

98.2 

70 

98.1 

2.01  p.  m 

80 

98.2 

68 

2.30  p.  m 

79 

98.2 

98.4 

3.35  p.  m 

81 

98.3 

68 

4.05  p.  m 

98.2 

98.2 
QS  9 

4.27  p.  m 

79 

75 

4.30  p.  m 

98.2 

81 

98.5 
98  9 

5.30  p.  m 

75 

98.6 

5.43  p.  m 

98.7 

76 

6.32  p.  m 

80 

4.30  p.  m 

98.1 

6.42  p.  m 

98.4 

Mil  ii  'ii-1  i UMmti 
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T vble  98. — Sitmnuiri/  of  the  diairy — Metabolism  experiments  2^os.  26  and  28  Continued. 


Time. 

Weight 
of  subject 
in  under- 
clothes. 

Pulse 
rate  per 
min- 
ute. 

Temper- 

ature. 

Time. 

Weight  1 
of  .subject 
in  under- 
clothes. 

Pulse 

rate  per  Temper- 
min-  ature. 
ute. 

1900. 

■ 

1900. 

1 

Experimait  Ko.  20. 

Kgs. 

°F. 

Expt.  No.  Cont’d. 

Kgs. 

°F. 

Fei).  IG,  7.00  p.m 

6-1.73 

77 

98.5 

Feb.  21,  1..54  p.  m 

80 

2.01  p.  m 

98.2 

98 

2.27  p.  m 

93 

98.3 

2.34  p.  m 

! 

98.5 

71 

3.52  p.  m 

86 

97.8 

3.54  p.  m 

98.2 

97.8 

4.35  p.  m 

76 

Erperiment  iVo.  2S. 

4.52  p.  m 

79 

98.2 

72 

5.28  p.  m 

75 

98.5 

63. 71 

98.1 

6.32  p.  m 

77 

88 

6.59  p.  m 

79 

98.2 

98.4 

7. 00  p.  m 

64. 63 

91 

7.31  p.  m 

81 

97.7 

98.4 

7.41  p.  m 

97.9 

99 

98.7 

8.27  p.  m 

79 

84 

98.4 

8.30  p.  m 

97.7 

81 

98.2 

9.27  p.  m 

73 

78 

9..52  i>.  m 

97.6 

70 

Feb.  22.  6.55  a.  m 

69 

12.33  p.  m 

98.1 

7.00  a.  m 

63.85 

98.1 

70 

7.36  a.  m 

85 

1 .'iQ  p m 

98.1 

7.40  a.  m 

97.9 

81 

8.28  a.  m 

93 

98.3 

8.33  a.  m 



98.3 

81 

98.2 

9.27  a.  m 

95 

‘1.30  p.  m. . . . 

79 

98.1 

9.30  a.  m 

98.2 

5.32  p.  m 

71 

10.29  a.  m 

87 

5.41  p.  m. . . . 

98 

10.30  a.  m 

98.4 

6.35  p.  m 

77 

11.36  a.  m 

82 

98.0 

6.40  p.  m 

98. 1 

12.27  p.  m.... 

74 

6.57  p.  m 

78 

12.30  p.  m 

98.2 

7.00  p.  m 

64.32 

98.1 

12.55  p.  m 

70 

7.30  p.  m 

88 

97.8 

12.58  p.  m 

98.2 

8.28  p.  m 

72 

2.07  p.  m 

83 

8.30  p.  m 

97.7 

2.15  p.  m 

98.6 

9.30  p.  m 

67 

2.30  p.  m 

84 

9.32  p.  m 

97.3 

2.50  p.  m 

OS.  4 

10.18  p.  m 

67 

3.30  p.  m 

84 

OS  4 

10.20  p.  m 

97.2 

78 

98.4 

Feb.  21,  6.55  a.  m 

73 

5.30  p.  m 

73 

7.00  a.  m 

63.83 

98.1 

5.37  p.  m 

OS  9 

7.29  a.  m 

87 

73 

9g.  4 

7.30  a.  m 

98.1 

64.77 

76 

98.1 

8.29  a.  m 

92 

74 

8.30  a.  m 

98.3 

97.7 

9.30  a.  ra 

101 

98.3 

8.32  p.  m. . 

72 

10.30  a.  m 

87 

97.5 

10.33  a.  m 

98.4 

66 

11.27  a.  m.,.. 

78 

97  3 

11.31  a.  m 

97.9 

97.1 

12.^1  p.  m 

77 

98.1 

76 

1.00  p.  m 

• 73 

64.05 

98.1 

84 


Detailed  data  of  income  and  outgo, — The  quantities  of  nutrients  i;H 
the  basal  ration  which  were  used  for  the  experiments  and  the  quantitie  i 
in  the  supplemental  ration  in  the  two  experiments  are  shown  in  Tabl.i! 
99.  The  elimination  of  matter  and  energy  in  the  feces  was  determineoJ 
in  each  experiment  and  the  results  are  recorded  in  Table  100. 


Table  99. — Weight,  composition,  and  heat  of  combustion  of  foods — Metabolism  experiment  ^ 

Nos.  26  and  28. 


Lab- 

ora- 

tory 

No. 

Food  materials. 

Weight 
per  day. 

Water. 

Pro- 

tein. 

Fat. 

Carbo- 
^ hy- 
drates. 

Nitro- 

gen. 

Car- 

bon. 

Hydro- 

gen. 

Heat ' 
of  1 
(U)m-.  j : 
bus-  ' 
tion.  r 

• 

C'«to->-i 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Gra7iis. 

ries. 

317G 

Beef 

85.0 

53.1 

28.7 

9 4 

4 ^0 

10  62 

3177 

Butter 

30.0 

3.0 

.5 

25.8 

08 

IQ 

3 01 

3179 

Milk,  skimmed 

1,000.0 

900.0 

42.0 

3.0 

47.0 

6. 70 

46.30 

6.30 

462i 

3180 

Bread 

200.0 

78.6 

17.8 

3.2 

97.8 

2.84 

55.52 

7.98 

561 

3181 

Ginger  snaps 

60.0 

2.5 

3.7 

5.0 

47.9 

.60 

26.59 

3.97 

268<. 

3168 

Parched  cereal 

50.0 

2.8 

5.9 

.9 

39.5 

.94 

21.10 

2.97 

207'' 

Sugar 

15.0 

15.0 

6.31 

.97 

59 ' 



Total  ba.sal  ration.. 

1,440.0 

1,040.0 

98.6 

40.3 

247.2 

15.76 

191.95 

27.50 

1,'.)82.'! 

EXPERIMENT  NO.  26. 

3177 

Butter  (supplemen- 

tal  ration)  

63.5 

6.3 

1.0. 

54.5 

.16 

41.29 

6.36 

.508'! 

Total  ration,  1 day. 

1,503.5 

1,046.3 

99.6 

94.8 

247.2 

15.92 

233.24 

33.86 

2.490 ( 

E.XPEKIMENT  NO.  28. 

Total  basal  ration 

1,440.0 

1,040.0 

98.6 

40.3 

247. 2 

15. 76  ■ 

191. 95 

27.50 

1,9S2‘ 

Sugar  (supplemen- 

tal  ration) 

128.0 

1-28.0 

53.88 

8.29 

.507' 

Total  ration,  1 day. 

1,568.0 

1,040.0 

98.6 

40.3 

375.2 

15.76 

245.83 

35.79 

2,489 

Table  100. — Weight,  composition,  and  heed  of  combustion  of  feces — Metabolism  experiment^ 

Nos.  26  and  28. 


Lab- 

ora- 

tory 

No. 

Weight 
of  feces. 

Water. 

Pro- 

tein. 

Fat. 

Carbo- 

hy- 

drates. 

Nitro- 

gen. 

Car- 

bon. 

Hydro- 

gen. 

Heat  of 
combus-4 
tion. 

Experiment  No.  26. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Calorics.] 

3183 

Total,  3 da  vs 

236.5 

171.0 

20.6 

8.5 

20.1 

3.26 

28.33 

3.41 

317 

Average,  1 day... 

.78.8 

57.0 

6.9 

2.8 

6.7 

1,09 

9.44 

1.14 

106 

-J 

Experiment  No.  28. 

^ 

3185 

Total,  3 days 

219. 9 

155.2 

23.3 

12.1 

16.1 

3. 74 

29. 93 

4.02 

335) 

Average,  1 day... 

73.3 

51. 7 

7.8 

4.0 

5.3 

1.25 

9.98 

1.34 

112] 

The  usual  statistics  of  outgo  of  nitrogen,  carbon,  hydrogen,  water,  ; 
and  energy  in  the  urine  are  given  in  Tables  101  and  102.  The  urine.  ; 
was  collected  in  the  usual  periods  for  twenty-four  hours  following  the  | 
close  of  experiment  No,  28.  The  elimination  of  nitrogen  in  these  ! 
periods  was  3.48,  5.25,  4.74,  and  2.90  grams,  respectively^  or  a total  of  | 
10.43  grams.  i 
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fABLE  101. — Amount,  specific  ffraviti/,  and  nitrogen  of  urine — Metabolism  experiments  Nos. 

26  and  28. 


Date. 

j Period. 

Amount 
of  urine. 

Specific 

gravity. 

Nitrogen  content. 

1900. 

Experimait  No.  S6. 

Grams. 

Per  cent. 

Grams. 

7 a.m.  tol  p.  m 

326.7 

1.0225 

1.31 

4.28 

1 p.  m.  to  7 p.  m 

297. 6 

1.0245 

1.57 

4.67 

7 p.  m.  to  1 a.  m 

264.8 

1.0225 

1.54 

4.08 

1 a.  m.  to  7 a.  m 

327.4 

1.017 

1.10 

3.60 

1,216.5 

16.63 

Total  bv  composite 

1,216.5 

1.021 

1.38 

16. 78 

15-16 

7 a.  m.  to  1 p.  m 

451.4 

1.017 

.83 

3.  75 

1 p.  m.  to  7 p.  m 

356.7 

1.021 

1.23 

4. 39 

7 p.  m.  to  1 a.  m 

274.3 

1.021 

1.35 

3.70 

1 a.  m.  to  7 a.  m 

443.7 

1.0115 

.73 

3.24 

1,526.1 

15.08 

Total  bv  composite 

1,526.1 

1. 0175 

.99 

15. 11 

^ 16-17 

7 a.m.  to  1 p.  m 

381.6 

1.0185 

.91 

3. 47 

1 p.m.  to7p.m 

400.2 

1.0185 

1.04 

4. 16 

7 p.  m.  to  1 a.  m 

266.2 

1.020 

1.35 

3.59 

1 a.m.  to  7 a.m 

292.4 

1.017 

1. 10 

3.22 

Total 

1, 340. 4 

14. 44 

Total  bv  composite 

1,340.4 

1.0185 

1.09 

14.61 

Total,  3 days,  bv  periods 

4, 083. 0 

46. 15 

Total  bv  composite 

4,083.0 

46.00 

Experiment  No.  2S. 

Feb.  20-21 

7 a.  m.  to  1 p.  m 

379.2 

1.0185 

1.12 

4.25 

1 p.  m.  to  7 p.  m 

327.3 

1.021 

1.39 

4.55 

7 p.  m.  to  1 a.  m 

207.1 

1.0255 

1.82 

3. 77 

1 a.  m.  to  7 a.  m 

256.2 

1.018 

1.30 

3.33 

Total 

1,169.8 

15  QO 

Total  bv  composite 

1, 169. 8 

1.020 

1.37 

16.03 

21-22 

7 a.  m.  to  1 p.  m 

340.7 

1.018 

1.09 

3.71 

1p.m. to  7 p.m 

267.7 

1.024 

1.60 

4.28 

7 p.  m.  to  1 a.  m 

276. 8 

1.020 

1.41 

3.90 

1 a.m.  to  7 a.m 

407.0 

1.011 

.82 

3.34 

Total 

1, 292. 2 

15  93 

Total  by  composite 

1,292.2 

1.017 

1.19 

15.38 

22-23 

7 a.m.  to  1 p.m 

302.8 

1.0185 

1.11 

3. 36 

1 p.  m.  to  7 p.  m 

258.5 

1.023 

1.68 

4.08 

7 0.  m.  to  1 a.  m 

234.7 

1.022 

1.62 

3.80 

1 a.  m.  to  7 a.  m 

406.5 

1.012 

.84 

3. 41 

Total 

1 , 202.  5 

Total  by  composite 1 . . . . 

1,202.5 

1.018 

1.23 

14. 79 

Total,  3 days,  bv  periods 

3,664.5 

45  78 

Total  by  composite 

3, 664. 5 

’ 

Total,  9 days,*  by  composite 

11,998.8 

1.019 

1.19 

138.84 

•Including  3 days  of  an  experiment  not  here  reported. 


•V 
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Table  102. — DaUy  eliminaiion  of  carbon,  hydrogen,  loater,  and  er^rgy  in  urine — Metab-\ 

olism  experiments  Nos.  26  and  28. 


Date. 


1900. 

Feb.  14-15 

15- 16 

16- 17 


Feb.  20-21 
21-22 
22-23 


Period. 


Amount 
of  urine. 


-I- 


Expcriment  No.  26. 

7 a. m.  to  7 a. m... 
7 a.m.  to  7 a. m... 
7 a. m.  to  7 a.m... 

Total,  3 days.. 
Experiment  No.  28. 

7 a.m.  to  7 a.m... 
7 a.m.  to  7 a.m... 
7 a.m.  to  7 a.m... 

Total,  3 days.. 
Total, 9 days*. 


Q-rams. 

1,216.5 

1,526.1 

1,340.4 


4,083.0 


1,169.8 

1,292.2 

1,202.5 


3,664.5 


11,998.8 


Carbon. 


P.ct. 


0.83 


Grams. 

11.93 

10.82 

10.30 


33. 11 


11.40 

10.92 

10.51 


32.83 


99.59 


Hydrogen. 


P.ct. 


0.20 


Grams. 

2.87 

2.61 

2.50 


7.98 


2.75 

2.63 

2.53 


7.91 


24.00 


Water. 


P.ct. 


95.88 


Grams. 

1.157.3 

1.472.4 
1,289.0 


Heat  of  com- 
bustion. 


Per 

gram. 


Calorie. 
0. 103 
.082 
.101 


3,918.7 


1. 113. 2 
1,238.0 

1.150.3 


3,501.5 


11,504.5 


Total. 


Oatorksi 

125SI 

125.T 

135'| 


385 'I 


.102 

.103 

.110 


.095 


119  J 
133  l| 
1321 


384 


1,141 


•This  period  includes  the  6 days  of  experiments  Xos.  26  and  28  and  3 days  of  an  intervening  experi- 
ment not  reported  here. 
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Tables  103-105  sho^Y  the  quantities  of  carbon  dioxid  and  water 
found  in  the  ventilating-  air  current  in  these  two  experiments. 


Table  lO'd.— Comparison  of  residual  amounts  of  carbon  dioxid  and  water  in  the  chamber 
at  the  beginning  and  end  of  each  period,  and  the  corresponding  gain  or  loss— Metabolism 
experiments  Xos.  26  and  2S. 


Date. 

End  of  period. 

Carbon  dioxid. 

Water. 

Total 

amount  in 
chamber. 

Gain  ( + ) 
or  loss  (-) 
over 

preceding 

period. 

Total 

amount  of 
vapor 
remaining 
in  cham- 
ber. 

Gain  (+) 
or  loss  (— ) 
over 

preceding 

period. 

Total 
amount 
gained  ( + ) 
or  lost  ( — ) 
during  the 
period." 

1900. 

Experiment  No.  S6. 

Gravis. 

Grams. 

&rams. 

Grams. 

Grams. 

22.2 

36.3 

X’  C >>./• 

14 

1 p.  m 

32.3 

+10.1 

36.9 

+ 0.6 

+ 0.6 

14 

7 p.m 

35.7 

+ 3.4 

3^4 

, + 1.5 

+ 1.5 

15 

1 a.  m 

•22.8 

-12.9 

35.5 

- 2.9 

- 2.9 

15 

7 a.  m 

25.3 

+ 2.5 

33.6 

- 1.9 

- 1.9 

+ 3.1 

^2.7 

- 2.7 

15 

1 p.  m 

34.4 

+ 9.1 

37.4 

"i"  3. 3 

+ 3.8 

15 

'pm 

34.8 

+ 0.4 

36.9 

- 0.5 

— 0.5 

16 

1 a.m 

24.1 

-10.7 

34.8 

- 2.1 

- 2.1 

16 

7 a.  m 

22.6 

- 1.5 

■ 32.3 

- 2.5 

- 2.5 

Total 

- 2.7 

- 1.3 

- 1.3 

16 

1 p.  m 

30.8 

+ 8.2 

35.9 

+ 3.6 

+ 3.  b 

16 

7 p.m 

39.5 

+ 8.7 

38.8 

+ 2.9 

+ 2.9 

17 

1 a.m 

21.5 

-18.0 

34.4 

- 4.4 

- 4.4 

17 

7 a.  m 

■23.0 

+ 1.5 

31.4 

- 3.0 

- 3.0 

Total 

+ 0.4 

- 0.9 

— 0.9 

Experiment  No.  28. 

Feb.  20 

7 a.  m 

26.4 

32.  9 

20 

1 p.  m 

35.2 

+ 8.8 

39.9 

+ 7.0 

+ 7.0 

20 

7 p.  m 

37.2 

+ 2.0 

40.1 

+ 0.2 

+ 0.2 

21 

1 a.  m 

•24.1 

-13.1 

34.8 

- 5.3 

- 5.3 

21 

7 a.m 

24.1 

0 

30.8 

- 4.0 

- 4.0 

Total 

- 2.3 

- 2.1 

- 2.1 

21 

1 p.m 

38.0 

+13.9 

40.3 

+ 9.5 

+ 9.5 

21 

7 p.m 

19.0 

-19.0 

30.2 

-10.1 

-10.1 

22 

1 a.m 

26.4 

+ 7.4 

36.1 

+ 5.9 

+ 5. 9 

22 

7 a.m 

28.9 

+ 2.5 

35.5 

- 0.6 

- 0.6 

Total 

+ 4.8 

+ 4.7 

+ 4.7 

22 

1 p.m 

36.7 

+ 7.8 

38.8 

+ 3.3 

+ 3.3 

22 

7 p.  m 

39.7 

+ 3.0 

39.3 

+ 0.5 

+ 0.5 

23 

1 a.  m 

26.0 

-13.7 

36.5 

- 2.8 

- 2.8 

23 

7 a.m 

28.7 

+ ‘2.7 

33.4 

- 3.1 

- 3.1 

Total 

— n •> 

- 2.1 

•The  aifleronces  in  weight  of  the  absorbers  were  so  small  as  to  be  within  the  limit  of  error  of  the 
weighing  apparatus.  There  was  no  drip. 


Table  104. — Record  of  carbon  dioxid  in.  rentilatlng  air  current — Metabolism  experiments 

Mos.  26  and  2S. 


Date. 

Period. 

(o) 

Ventila- 

tion 

(number 
of  liters 
of  air). 

In  incoming 
air. 

Carb 

(d) 

In  out- 
going 
air. 

on  dioxi 

(e) 

Total 
excess 
in  out- 
going 
air, 
d—c. 

d. 

(/) 

Correc- 
tion for 
amount 
remain- 
ing in 
chamber. 

(g) 

Cor- 
rected 
amount 
exhaled 
by  .sub- 
ject, 
e+f. 

(ft) 

Total 
weight 
of  car- 
bon ex- 
haled, 
gXii- 

(6) 

Per 

liter. 

(c) 

Total, 

axb. 

1900. 

Experiment  No.  S6. 

Liters. 

Mg. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Feb.  14-16 

7 a.  m.  to  1 p.  m 

28,702 

0.529 

15.2 

212. 1 

190.9 

-t-10.1 

207.0 

56.5 

1 p.  m.  to  7 p.  m 

28,762 

.568 

10.3 

215. 9 

199.0 

-1-  3.4 

203.0 

55.4 

7 p.  m.  to  1 a.  m 

30,310 

.m 

17.2 

204.1 

180.9 

-12.9 

174.0 

47.4 

1 a.  m.  to  7 a.  m 

28,702 

.555 

10.0 

144.2 

128.2 

+ 2.5 

130.7 

35.6 

Total 

116, 602 

64.7 

776.3 

711.6 

-H  3.1 

714.7 

194.9 

15-lC 

7 a.  ui.  to  1 p.  m 

27,985 

.556 

15.6 

220.0 

204.4 

+ 9.1 

213.5 

58.2 

1 p.  m.  to  7 p.  m 

29,541 

.561 

16.6 

226. 7 

210. 1 

-1-  .4 

210.5 

57.4 

7 p.  m.to  1 a.m 

30,316 

.550 

16.7 

204.0 

187. 3 

-10.7 

176. 6 

48.2 

1 a.  m.  to  7 n.  m — 

30,316 

. 555 

16.8 

145.2 

128.4 

- 1.5 

126. 9 

34.6 

Total 

118, 158 

65. 7 

795.9 

730.2 

- 2.7 

727. 5 

198.4 

10-17 

7 a.  m.  to  1 p.  m 

29.540 

.582 

17.2 

209.2 

192.0 

+ 8. 2 

200.2 

54.6 

1 p.  m.  to  7 p.  m 

30,316 

.571 

17.3 

225.4 

208.1 

-f  8.7 

216.8 

59.1 

7 p.  m.  to  1 a.  m 

29,540 

.551 

16.3 

202. 0 

186.3 

-18.0 

168.3 

45.9 

1 a.  m.  to  7 a.  m 

30,316 

.559 

16.9 

144.8 

127.9 

"|~  1. 5 

129. 4 

35.3 

Total 

119,712 

67. 7 

782.0 

714.3 

.4 

714.7 

194.9 

Total,3day.s. 

354,472 

198.1 

2,354.2 

2, 1,56. 1 

-t-  .8 

2,156.9 

588.2 

Experiment  No.  SS. 

Feb.  20-21 

7 a.  m.  to  1 p.  ni 

27, 985 

.572 

16.0 

240. 0 

224.0 

-t-  8.8 

232. 8 

63.5 

1 p.  m.  to  7 p.  m 

27,208 

. 576 

15.7 

231.0 

215.9 

-t-  2.0 

217. 9 

59.4 

7 p. ru.  to  1 a.m 

28, 762 

.578 

16.6 

214. 1 

197.5 

-13.1 

184.4 

50.3 

1 a.m.  to  7 a.m 

28,762 

.557 

16.0 

154.0 

138.6 

0 

138. 0 

37.8 

Total 

112,717  1 

64.3 

840.3 

776.0 

- 2.3 

773.  7 

211.0 

21-22 

7 a.  m.  to  1 p.  m 

26, 430 

.640 

16.9 

229.6 

212. 7 

-1-13.9 

226. 6 

61.8 

1 p.  m.  to  7 p.  m 

27,208 

.637 

17.3 

235. 5 

218.2 

-19.0 

199.2 

54.3 

7 p.  m.  to  1 a.  m 

28,762 

.597 

17.2 

227. 0 

210.4 

-1-  7.4 

217.8 

59.4 

1 a. m.to  7 a.m 

26, 430 

.612 

16.2 

150.6 

134.4 

-(-  2.5 

136.9 

37.3 

Total 

108,830 

67.6 

843.3 

775.7 

-1-  4.8 

780.5 

212. 8 

22-23 

7 a.  m.  to  1 p.  m 

26,430 

.614 

16.2 

231.0 

214.8 

-f  7.8 

222. 6 

60.7 

1 p.  m.  to  7 p.  m 

27,208 

.60>) 

10.0 

225.0 

208.4 

■f  3.0 

211.4 

57.6 

7 p.  m.  to  1 a.  m 

28,762 

.660 

16.1 

220.2 

204.1 

-13.7 

190.4 

51.9 

1 a.m.  to  7 a.m 

28, 762 

.609 

17.5 

154.4 

136.9 

-f  2.7 

139.6 

38.1 

Total 

111,162 

f • • • • • 

66.4 

830.6 

764.2 

- .2 

764.0 

208.3 

Total,  3 days. 

332,709 

198.3 

2,514.2 

2,315.9 

+ 2.3 

2,318.2 

632. 1 

Taule  lOo.—Recovfi  of  ivater  in  ventilating  air  cnrrent— Metabolism  experiments  Nos.  26 

, and  2S. 


Date. 

Period. 

Ventilation  (nnm- 
j berof  liters  of  air).  ^ 

Water  in  in- 
coming air. 

Water  in  outgoing  air. 

Total  excess  water  ^ 
in  outgoing  air,  S' 
f-c. 

Correction  for  ^ 
water  remaining  & 
in  chamber. 

Total  water  of  res- 
piration and  per-  3 
.spiration,  g-\-h. 

tJ 

U 

V 

Total,  axh. 

(d) 

A C 

C X N 
5 C 0 
2 § 2 

< 

(e) 

o'Bi” 

C K a 
p ^ 

s S-S 

Total,  d+c.  Q 

1900. 

Experiment  Eo.S6. 

Liler.’i. 

-l/V/. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Feb.  14-1.5 

7 ii.m.  to  1 p.  ni  . 

28, 762 

0.816 

23.5 

197.3 

47.6 

244. 9 

221.4 

+ 0.6 

222.0 

1 p.  m.  to  7 p.  m . 

28, 762 

.852 

24.5 

196. 1 

42.2 

238.3 

213.8 

+ 1.5 

215. 3 

7 p.  m.  to  1a.m. 

30,316 

.828 

23.1 

184.6 

49.0 

233.6 

208.5 

- 2.9 

205. 6 

1 a.  m.  to  7 a.m  . 

28, 762 

.833 

24.0 

171.3 

40.8 

212.1 

188.1 

- 1.9 

186.2 

Total 

116, 602 

97.1 

749.3 

179.6 

928.9 

831.8 

- 2.7 

829.1 

15-1(5 

7 a.m. to  1 p. m . 

27,985 

.867 

24.3 

179.7 

42.7 

222. 4 

198.1 

+ 3.8 

201.9 

1 p.  m.  to  7 p.  m . 

29,541 

.890 

26.3 

195.0 

43.0 

238.0 

211. 7 

- .5 

211.2 

7 p.  m.  to  1a.m. 

30, 316 

.860 

26.1 

185.5 

47. 6 

233.1 

207.0 

- 2.1 

204.9 

1 a.m.  to  7 a. m . 

30, 316 

.828 

25.1 

174.1 

42.1 

216.2 

191.1 

- 2.5 

188.6 

Total 

118,158 

101.8 

734.3 

175.4 

909.7 

807.9 

- 1.3 

806.6 

16-17 

7 a.  m.  to  1 p.  m . 

29,540 

.828 

24.5 

182.3 

44.7 

227. 0 

202.5 

+ 3.6 

206. 1 

1 p.  m.  to  7 p.  m . 

30,316 

.820 

24.9 

188.8 

43.0 

231. 8 

206.9 

+ 2.9 

209.8 

7 p.m. to  1 a.m  . 

29, 540 

.824 

24.3 

184.9 

45.2 

230.1 

205. 8 

- 4.4 

201.4 

1 a.m.  to  7 a.m  . 

30,316 

.795 

24.1 

168.9 

40.4 

209.3 

185.2 

- 3.0 

182.2 

Total 

119,  712 

97.8 

724. 9 

173.3 

898.2 

800.4 

- .9 

799.5 

Total,  3 days. . . 

354,472 

296.7 

2,208.6 

528.3 

2,  736. 8 

2, 440, 1 

- 4.9 

2,435.2 

Experiment  No.eS. 

** 

Feb.  20-21 

7 a.  m.  to  1 p.  m . 

27,985 

.836 

23.4 

204.6 

43.7 

248.3 

224.9 

+ 7.0 

231.9 

1 p.  m.  to  7 p.  m . 

27,208 

.845 

23.0 

203.  6 

37.6 

241.2 

218.2 

+ .2 

218. 4 

7 p.m. to  1 a.m  . 

28,762 

.850 

24.4 

191.4 

43.1 

234.5 

210.1 

- 5.3 

204.8 

1 a.m.  to  7 a.m  . 

28, 762 

.836 

24.0 

170.2 

39.3 

209.5 

185.5 

- 4.0 

181.5 

Total 

112, 717 

94.8 

769.8 

163.7 

933.5 

838.7 

- 2.1 

836.6 

21-22 

7 a.  m.  to  1 p.  m . 

26, 430 

.848 

22.4 

186.4 

38.9 

225.  3 

202. 9 

+ 9.5 

212.4 

1 p.  m.  to  7 p.  m . 

27,208 

.806 

21.9 

201.4 

38.2 

239.6 

217.7 

-10.1 

207.6 

7 p. m.  to  1 a.m  . 

28, 762 

.867 

24.9 

187.9 

43.9 

231.8 

206. 9 

+ 5.9 

212. 8 

1 a. m. to  7 a.m  . 

26, 430 

.796 

21.0 

166.7 

35.9 

202.  6 

181.6 

- .6 

181.0 

Total 

108,830 

90.2 

742.4 

156.9 

899.3 

809.1 

+ 4.7 

813.8 

22-23 

7 a.m. to  1 p. m . 

26,430 

.899 

23.8 

185.2 

39.2 

224. 4 

200.6 

+ 3.3 

203. 9 

1 p.m.  to  7 p.m  . 

27,208 

.890 

24.2 

194.8 

37.4 

232.2 

208. 0 

+ .5 

208.5 

7 p.m.  to  1 a. m . 

28, 762 

.917 

26.4 

183.7 

43.9 

227. 6 

201.2 

- 2.8 

198.4 

1 a.  m.  to  7 a.  m . 

28, 762 

.816 

23.5 

167.0 

39.4 

206.4 

182.9 

- 3.1 

179.8 

Total 

111, 162 

97.9 

730.7 

159.9 

890. 6 

792.7 

- 2.1 

790.6 

Total,  3 days... 

332,709 

282.9 

2, 242. 9 

480.5 

2, 723. 4 

2, 440. 5 

- .5 

2,441.0 

90 


The  heat  carried  awa}^  by  the  water  current  and  the  latent  heat  of 
vaporization  of  water  in  experiments  Nos.  26  and  28  are  shown  in 
Table  106. 

Table  106. — Summary  of  calorimetric  measurements — Metabolism  experiments  Nos.  26 

and  28. 


Date. 

Period. 

(a) 

Heat 
measured 
in  terms 
of  CoQ. 

(b) 

Change 
of  tem- 
perature 
of  calo- 
rimeter. 

(c) 

Capacity 
correc- 
tion of 
calo- 
rimeter, 
6x60. 

(d) 

Correc- 
tion due 
to  tem- 
perature 
of  food 
and 
dishes. 

(e) 

Water 

vapo- 

rized 

equals 

total 

amount 

exhaled 

less 

amount 

con- 

densed 

in 

chamber. 

(/) 

Heat 
used  in 
vapori- 
zation of 
water, 
ex  0.592. 

(17) 

Total 

heat 

deter- 

mined, 

n4-c4- 

d+f. 

1900. 

Experiment  Ko.  26. 

Calorics. 

Degree. 

Calories. 

Calorics. 

Grams. 

Calories. 

Calories. 

Feb.  14-15 

7 a.  m.  to  1 p.  m . . 

525.5 

-0.2 

-1.2 

- 2.1 

222.0 

131.4 

663. 6 

1 p.  m.  to  7 p.  m . . 

453.2 

- .1 

- .6 

- 3.9 

215.3 

127.5 

576.2 

7 p.  m.  to  1 n.  m . . 

350.9 

- .1 

- .6 

■f  7.7 

205.6 

121.7 

479.7 

1 a.m.to  7 a.m... 

254.5 

-h  .5 

-t-3.0 

0 

186.2 

110.2 

367.7 

Total 

1,584.1 

-f  .1 

-1-  .6 

-C  1.7 

829.1 

490.8 

2, 077. 2 

15-16 

7 a.  m.  to  1 p.  m . . 

522.8 

0 

0 

-1-  .2 

201.  9 

119.5 

042.5 

1 p.  m.  to  7 p.  m . . 

46-5.5 

- -1 

--  .6 

- 3.8 

211.2 

125.0 

586.1 

7 p.  m.  to  1 a.  m .. 

388.2 

-t-  .1 

.6 

-C  6.1 

204.9 

121. 3 

516.2 

1 a.m.  to  7 a.m... 

241.8 

+ . 3 

-Cl. 8 

C 

188.6 

111.7 

355.3 

Total 

1,618.3 

-f  .3 

-t-1.8 

-f  2.5 

806.6 

477. 5 

2, 100. 1 

16-17 

7 a.m.  to  1 p.  m .. 

510.7 

0 

0 

-C  3.1 

206. 1 

122.0 

635.8 

1 p.  m.  to  7 p.  m .. 

468.9 

0 

0 

— . 7 

209.8 

124.2 

592.4 

7 p.  m.  to  1 a.  m .. 

371.4 

+ • 1 

-f  .6 

-1-9.6 

201.4 

119.2 

.500.8 

1 a.m.  to  7 a.m...- 

241. 3 

0 

0 

0 

182.2 

107.9 

349.2 

Total 

1,592.3 

-h  .1 

-fO.  6 

4-12.0 

799.5 

473.3 

2.078.2 

Total,  3days. 

4,794.7 

-1-3.0 

4-16.2 

2,435.2 

1,441.6 

6, 255. 5 

Experiment  So.  2S. 

Feb.  20-21 

7 a.m.  to  1 p.  m .. 

526.0 

0 

0 

- .3 

231.9 

137.3 

663.0 

1 p.m.to7p.  m .. 

472.5 

0 

0 

- .8 

218.4 

129.3 

601.0 

7 p.m.  to  1 a.  m .. 

361.9 

- .3 

-1.8 

4-  3.9 

204.8 

121.2 

485.2 

1 a.m.  to  7 a.  m... 

239. 1 

-f  .3 

-1-1.8 

181.5 

107.4 

348.3 

Total 

1,599.5 

0 

0 

4-2.8 

836.6 

495.2 

2,097.5 

21-22 

7 a.m.to  1 p.m  .. 

501.0 

0 

0 

4-  2.1 

212.4 

125.7 

628.8 

1 p.m.  to  7 p.m  .. 

441.5 

0 

0 

- 3.6 

207.6 

122. 9 

660.8 

7 p.m.  to  1 a.  m .. 

393.6 

-1-  .2 

+ 1.2 

4-  4.1 

212.8 

126.0 

524.9 

1 a.m.  to  7 a.m... 

253.6 

0 

0 

181.0 

107.2 

360.8 

Total 

1,589.7 

-1-  .2 

-1-1.2 

4-2.6 

813.8 

481.8 

2, 075. 3 

22-23 

7 a.  m.  to  1 p.  m . . 

507.7 

0 

0 

4-  1.0 

203.9 

120.7 

629.4 

1 p.m.  to  7 p.  m .. 

456.2 

0 

0 

- 7.0 

208.5 

123.4 

572.6 

7 p.m.  to  1 a.  m .. 

378.6 

-1-  .1 

-1-0.6 

4-  8.2 

198.4 

117.5 

501.9 

1 a.m. to  7 a.m  .. 

251.  7 

0 

0 

179.8 

106.4 

3-58.1 

Total 

1,594.2 

-t-  .1 

-1-0.6 

4-2.2 

790.6 

468.0 

2, 065. 0 

Total,  3 days. 

4,783.4 

-fl.8 

”"4-  7T6 

2,441.0 

1,445.0 

6,237.8 
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Balance  of  income  and  outgo  of  matter  and  Tables  107-110 

suiiiniarize  the  inconie  and  outgo  of  nitrogen,  carbon,  liydiogen,  and 
energy  in  this  scries  of  experiments. 

Table  107.— and  outgo  of  nitrogen  and  carbon — Metabolism  experiments  Nos.  26 

and  28. 


Nitrogen. 

Carbon. 

Date. 

(a) 

In 

food. 

(b) 

In 

feces. 

(c) 

In 

urine. 

id) 

Gam 

( + ^ 
or  loss 

(-). 
n — 
(6+c). 

(e) 

In 

food. 

(/) 

In 

feces. 

(£7) 

In 

urine. 

respir- 

atory 

prod- 

ucts. 

(fc) 

Gam 

( + ) 
or  loss 
(-), 
e— (/+ 
g+li). 

1900. 

Ex]>eriment  JS'O.  26. 

Orams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Feb.  14-15, 7 a. m.  to  7 a.  m. . 

15.9 

1.1 

16.6 

-1.8 

233.2 

9.4 

11.9 

194.9 

+17.0 

15-16,7  a.m.to  7 a.  m.. 

15.9 

1.1 

15.1 

-0.3 

233.2 

9.5 

10.8 

198.4 

+ 14.5 

16-17, 7 a.  m.  to  7 a.m.. 

15.9 

1.1 

14.4 

+0.4 

233.2 

9.4 

10.4 

194.9 

+18.5 

Total,  3 clays 

47.7 

3.3 

46.1 

-1.7 

699.6 

28.3 

33.1 

588.2 

+50.0 

Average,  1 day 

15.9 

1.1 

15.4 

-0.6 

233.2 

9.4 

11.0 

196.1 

+16.7 

Experiment  iVo.  28. 

Feb.  20-21, 7 a.  m.  to  7 a.  m. . 

15.8 

1.2 

15.9 

-1.3 

245.8 

10.0 

11.4 

211.0 

+13.4 

• 21-22, 7 a.  m.  to  7 a.  m. . 

15.7 

1.3 

15.2 

-0.8 

245.8 

10.0 

10.9 

212.8 

+12.1 

22-23,7  a.m.to  7 a.m.. 

15.8 

1.2 

14.7 

-0.1 

245.8 

10.0 

10.5 

208.3 

+ 17.0 

Total,  3 days 

47.3 

3.7 

45.8 

-2.2 

737.4 

30.0 

32.8 

632.1 

+42.5 

Average,  1 day 

15.8 

1.2 

15.3 

-0.7 

245.8 

10.0 

10.9 

210.7 

+14.2 

Table  108. — Income  and  outgo  of  water  and  hydrogen — Metabolism  e.vperiments  Nos.  26 

and  28. 


Date. 

Water. 

(a) 

In  food. 

(6) 

In  drink. 

(0 

In  feces. 

id) 

In  urine. 

(e) 

In  re.spir- 
atory 
products. 

(/). 

Apparent 
loss,  0+6 
— (c+cf+ 
e). 

1900. 

Experiment  No.  26. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Feb.  14-15, 7 a.  m.  to  7 a.  m 

1,046.3 

800 

57.0 

1, 157. 3 

829.1 

-197. 1 

15-16,7  a.m. to  7 a.m 

1,046.3 

800 

57.0 

1, 472. 4 

806.6 

-489. 7 

16-17,7  a.m.to  7 a.m 

1,046.3 

800 

57.0 

1,289.0 

799.5 

-299.2 

Total,  3 days 

3, 138. 9 

2, 400 

171.0 

3,918.7 

2,435.2 

-986. 0 

Average,  1 day 

1,046.3 

800 

57.0 

1,306.2 

811.7 

-328.6 

Experiment  No.  28. 

Feb.  20-21, 7a.m.  to  7a. m 

1,040.0 

800 

51.7 

1,113.2 

836. 6 

-161.5 

21-22, 7a.m.  to  7a. m 

1,040.0 

800 

51.8 

1, 238. 0 

813.8 

-263. 6 

22-23, 7 a.  m.  to  7 a.  m 

1,040.0 

800 

51.7 

1,150.3 

790.6 

-152.6 

Total,  3 days 

3, 120. 0 

2,400 

155.2 

3,501.5 

2, 441.0 

-577. 7 

Average,  1 day 

1,040.0 

800 

51.7 

1,167.2 

813.7 

-192.6 
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Table  108. — Income  and  outgo  of  water  and  hydrogen — Metabolism  experiments  Nos.  26 

and  28 — Continued. 


Date. 

Hydrogen. 

{g) 

In  food. 

(h) 

In  feces. 

(i) 

In  urine. 

(0 

Apparent 
gain,  ig- 
ih+i). 

(m) 

Loss  from 
water,  / 
h-9. 

in) 
Total 
gain(+) 
or  loss 
(-),f+7»l. 

1900. 

Experiment  No.  S6. 

&rams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Feb.  14-15, 7 a.  m.  to  7 a.  m 

33.9 

1.1 

2.9 

+29.9 

- 21.9 

+ 8.0 

15-16,7  a.m.  to  7 a.m 

33.8 

1.2 

2.6 

+30.0 

- 54.4 

-24.4 

16-17, 7 a.  m.  to  7 a.  m 

33.9 

i.i 

2.5 

+30.3 

- 33.2 

- 2.9 

Total,3daj's 

101.6 

3.4 

8.0 

+90.2 

-109.5 

—19.3 

Average,  1 day 

33.9 

1.1 

2.7 

+30.1 

- 36.5 

- 6.4 

Experiment  No.  2S. 

Feb. 20-21, 7 a.m.  to  7 a.m 

35.8 

1.3 

2.8 

+31.7 

- 17.9 

+13.8 

21-22,7  a.m.  to  7 a.m 

35.8 

1.4 

2.6 

+31.8 

- 29.3 

+ 2.5 

22-23, 7 a.  m.  to  7 a.  m 

35.8 

1.3 

2.5 

+32.0 

- 17.0 

+15.0 

Total,  3 days 

107.4 

4.0 

7.9 

+95.5 

- 64.2 

+31.3 

Average,  1 day 

35.8 

1.3 

2.7 

+31.8 

- 21.4 

+10.4 

Table  109. — Gain  or  loss  of  protein  {NX  6.25),  fat,  and  ivater — Metabolism  experiments 

Nos.  26  and  28. 


Date. 

(a) 

Nitrogen 
gained 
(+)  or 
lost  (— ). 

(6) 

Protein 
gained 
(+)  or 
lost  (— ), 
ax6.25. 

(c) 

Total 
carbon 
gained 
(+)  or 
lost  (— ). 

Carbon 
in  pro- 
tein' 
gained 
(+)  or 
lost  (— ), 
6x0.53. 

(e) 

Carbon 
in  fat, 
etc., 
gained 
(+)  or 
lost  ( — ) , 
c—d. 

if) 

Fat 
gained 
(+)  or 
lost  (— ), 
c^O.761. 

1900. 

Experimmt  No.  26. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Feb.  14-15, 7 a.  m.  to  7 a.  m 

-1.8 

-11.2 

+17.0 

-5.9 

+22.9 

+30.1 

15-16,7  a.  m.  to  7 a.m 

- .3 

- 1.9 

+14.5 

-1.0 

+15.5 

+20.4 

16-17,7  a.  m.  to  7 a.m 

+ .4 

+ 2.5 

+18.5 

+1.3 

+17.2 

+22.6 

Total,  3 da  vs 

-1.7 

-10.6 

+.50. 0 

-5.6 

+55.6 

+73.1 

Average,  1 day 

- .6 

- 3.5 

+16.7 

-1.8 

+18.5 

+24. 4 

Experiment  No.  US. 

Feb. 20-21,7  a.m.  to  7 a.m 

-1.3 

- 8.1 

+13.4 

-4.3 

+17.7 

+2.3.3 

21-22, 7 a.  m.  to  7 a.  m 

- .8 

- 5.0 

+12.1 

-2.7 

+14.8 

+19.4 

22-23, 7 a. m. to  7 a.m 

- .1 

- .6 

+17.0 

- .3 

+17. 3 

+22.7 

Total,  3days 

-2.2 

-13.7 

+42.5 

-7.3 

+49.8 

+65.4 

Average,  1 day 

— . 7 

- 4.5 

+ 14.2 

-2.4 

+16.6 

+21.8 
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Table  109.— GViin  or  loss  of  protein  {XXS.So),  fat,  and  water— Metabolism  experiments 

Xos.  iiG  and  i'6’— Continued. 


Date. 

i<j) 

Total 
hydrogen 
gained  ( + ) 
or  lost(— ). 

W 

Hydrogen 
in  protein 
gained  (+) 
or  lost(— ), 
6x0.07. 

(0 

Hydrogen 
in  fat 
gained  ( + ) 
or  lost  ( — ), 
/xO.118. 

(!•) 

Hydrogen 
in  water, 
ete.,  gained 
( + ) or  lost 

r/-{h+i). 

(0 

Water 
gained  ( + ) 
orlost(  — ), 
fcx9. 

1900. 

Experiment  So.  -26. 

Grams. 

Gram. 

Grams. 

Grams. 

Grams. 

Feb.  14-15, 7 n.  m.  to  7 a.  m 

+ 8.0 

-O.S 

+3.6 

+ 5.2 

+ 46.8 

1.5-16. 7 a.  m.  to  7 a.  m 

-24. 4 

- .1 

+2.4 

-26.7 

-240. 3 

16-17,7  a.  m.to  7 a.  m 

- 2.9 

+ .2 

+2.  i 

- 5.8 

- 52.2 

Total,  3 (lays 

-19.3 

- 

+8.  7 

-27.3 

-245. 7 

Average,  1 day 

- 6.4 

— . 2 

+2.9 

- 9.1 

- 81.9 

Experiment  So.  28. 

Feb.  20-21, 7 a.  m.  to  7 a.  m 

+13.  S 

- .6 

+2.7 

+11.7 

+105.3 

21-22, 7 a.  m.  to  7 a.  m 

■4*  2. 0 

- .3 

+2.3 

+ .5 

+ 4.5 

22-23, 7 a.  m.  to  7 a.  m 

+15.0 

+2.7 

+12.3 

+110. 7 

Total,  3 days 

+31.3 

- .9 

+7.7 

+24. 5 

+220. 5 

Average,  1 day 

+10.4 

- .3 

+2.5 

+ 8.2 

+ 73.5 

Table  110. — Income  and  outgo  of  energy — Metabolism  experiments  Nos.  26  and  28. 


Date. 

(a) 

Heat 
of  com- 
bus- 
tion of 
food 
eaten. 

(&) 

Heat 
of  com- 
bus- 
tion of 
feces. 

(c) 

Heat 
of  com- 
bus- 
tion of 
urine. 

id) 
Esti- 
mated 
heat  of 
com- 
bustion 
of  pro- 
tein 
gained 
( + ) or 
lost 
(-). 

(e) 

Esti- 
mated 
heat  of 
com- 
bu.s- 
tion  of 
fat 

gained 
( + ) or 
lost 
(-). 

(/) 
Esti- 
mated 
energy 
of  ma- 
terial 
o.xi- 
dized 
in  the 
body, 

(l— (6-1- 

c+d 

-e). 

{9) 

Heat 

deter- 

mined. 

(6) 

Heat 
deter- 
mined 
greater 
( + 1 or 
less(— ) 
than 
esti- 
mated, 
0-1 

(0 

Heat 
deter- 
mined 
greater 
(+)  or 
less(  — ) 
than 
esti- 
mated, 
h^f. 

1900. 

Experiment  No.  26. 

Calo- 

Calo- 

Calo- 

Calo- 

Calo- 

Calo- 

Calo- 

Calo- 

vies. 

Ties. 

vies. 

ri€8. 

vies. 

rks. 

vies. 

ries. 

Per.  ct. 

Feb.  14-15, 7 a.  m.  to  7 a.  m. . . 

2,490 

106 

125 

-64 

+287 

2,036 

2,077 

+ 41 

+2.0 

15-16, 7 a.  m.  to  7 a.  m. . . 

2,490 

106 

125 

-11 

+195 

2,075 

2,100 

+ 25 

+1.2 

16-17, 7 a.  m.  to  7 a.  m. . . 

2,490 

106 

135 

+14 

+216 

2,019 

2,078 

+ 69 

+2.9 

Total,  3 davs 

7,470 

318 

385 

-61 

-f  69S 

6 lan 

6 

4-196 

Average,  1 day 

2, 490 

106 

128 

-20 

+233 

2,043 

2,085 

+ 42 

+2.0 

Experiment  No.  28. 

Feb. 20-21, 7 a. m.  to 7a.  m... 

2, 489 

112 

119 

-47 

+222 

2,083 

2, 097 

+ 14 

+ .7 

21-22,7  a. m.  to7 a. m... 

2,489 

112 

133 

-29 

+185 

2,088 

2, 075 

- 13 

- .6 

22-23, 7 a.  in.  to 7 a. m. . . 

2,489 

112 

132 

- 3 

+217 

2,031 

2, 065 

+ 34 

+1.7 

Total,  3 days 

7,467 

336 

384 

—79 

+694 

6 

6+237 

■ _l-  *46 

Average,  1 day 

2,489 

112 

128 

-26 

+208 

2,067 

2,079 

+ 12 

+ .6 
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METABOLISM  EXPERIMENTS  NOS.  29  AND  31. 


Subject.  J.  F.  S.,  the  same  person  as  in  experiments  Nos.  25,  26, 
and  28,  His  weight,  with  underclothing,  was  about  64.5  kilograms 
(142  pounds). 


Ocoxqxvtion  during  expei'immt. — Worked  8 hours  a day  upon  a sta- 
tionary bicycle  arranged  as  an  ergometer,  as  described  on  page  20. 
The  voltage  of  the  electric  current  generated  was  measured,  and  the 
average  number  of  pedal  revolutions  per  minute  observed.  The  cur- 
rent generated  was  passed  through  resistance  within  the  chamber  and 
thus  transformed  into  heat,  which  was  measured  with  the  heat  given 
oil'  b}'  the  subject.  The  actual  amount  of  work  done  each  day  was 
found  by  determining  the  watts  required  to  drive  the  bicycle  ergometer 
at  the  rate  maintained  b}'  the  subject  during  the  experiment. 

Experiments  Nos.  29  and  31  were  the  first  and  third 
of  a series  of  3,  each  of  3 da^^s’  duration.  The  intervening  experiment 
is  not  reported  here.  The  usual  preliminary  period  continued  4 daj's, 
beginning  with  breakfast  March  12,  1900.  On  the  evening  of  the 
fourth  day,  March  15,  the  subject  entered  the  calorimeter.  Experi- 
ment No.  29  began  at  7 a.  m.  IMarch  16,  and  ended  at  7 a.  m.  March  19. 
Experiment  No.  31  began  at  7 a.  m.  March  22,  and  ended  at  7 a.  m. 
March  25. 

Diet. — The  aim  of  this  series  of  experiments  was  to  study  the  rela- 
tive replacing  power  of  isod^mamic  quantities  of  difl’erent  materials 
when  the  subject  was  at  active  exercise.  There  was,  as  usual,  a basal 
ration  supplemented  by  dift'erent  materials.  This  basal  ration  was  the 
same  in  both  experiments,  with  the  exception  of  slight  differences  due 
to  variations  in  the  composition  of  the  milk  consumed.  It  furnished 
approximately’^  100  grams  of  protein  and  2,980  calories  of  energy  per 
day.  To  this  ration  was  added  128  grams  of  cane  sugar  per  day,  fur- 
nishing 507  calories  of  energy'  in  experiment  No.  29,  and  63.5  grams 
of  butter  per  day',  furnishing  1 gram  of  protein  and  511  calories  of 
energy’,  in  experiment  No.  31.  The  kinds  and  quantities  of  food 
served  at  each  meal  and  the  quantities  of  drink  at  different  periods 
of  the  day'  were  as  follows: 


Table  111. — Diet  in  metabolism  experiments  Nos.  29  and  31. 
FOOD— BASAL  RATION. 


Food  materials. 

Breakfast. 

Dinner. 

Supper. 

Total. 

Beef 

Grains. 

Grams. 

58 

Grams. 

Grams. 

58 

Butter 

12 

23 

12 

47 

Milk,  whole 

300 

300 

300 

900 

Bread 

75 

150 

75 

300 

Ginger  snaps 

25 

25 

.25 

37.5 

75 

37.5 

75 

12.5 

12.5 

25 
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food— SUPPLEMENTAL  RATION. 

Experiment  Xo.  SO,  .Varch  JC-JS.— One  hundred  nnd  twenty-eight  grams  of  cane  .sugar  daily  in  the 
form  of  loaf  sugar,  taken  with  nnd  between  meals.  This  amount  also  supplemented  the  basal  ration 
during  the  preliminary  experiment  March  12-15. 

Experiment  Xo.  SI,  March  SS-«4.— The  additional  energy  iluring  this  experiment  was  furnished  by 
63.5  gmms  butter. 

DTIINK. 


Time. 

Water. 

Time. 

Water. 

Grams. 

150 

9.00  p.  m 

Grams. 

200 

200 

10.20  p.  m 

150 

200 

Total  for  day 

1,250 

200 

150 

Daily  routine. — The  general  plan  of  the  series  of  experiments  is 
indicated  in  the  folloiAnng  schedule: 

Table  112. — Baily  programme — Metabolism  experiments  Xos.  29  and  81. 


6.50  a.  m 

Take  pulse  and  temperature 

4.00  p.m 

Stop  work,  drink  200  grams  water. 

7.00  a.  m 

Pass  urine,  weigh  self,  collect 

4.15  p.  m 

Begin  work. 

drip,  and  weigh  absorbers. 

6.15  p.  m 

Stop  work,  change  underclothing. 

7.30  a.m 

Breakfast,drink  150  grams  water. 

6.20  p.  m 

Supper,  drink  150  grams  water. 

8.15  a.  m 

Begin  work. 

6.50  p.m 

Take  pulse  and  temperature. 

9.15  a.m 

stop  work, drink  200  grams  water. 

7.00  p.  m 

Pass  urine,  weigh  self,  collect 

10.30  a.m 

Begin  work.  j 

drip,  and  weigh  absorbers. 

12.30  p.  m 

Stop  work. 

9.00  p.  m 

Drink  200  grams  water. 

12.50  p.  m 

Take  pulse  and  temperature. 

10.00  p.  m 

Take  pulse  and  temperature. 

1.00  p.  m 

Pass  urine,  collect  drip,  nnd 

10.10  p.  m 

Arrange  bed. 

weigh  absorbers. 

10.20  p.m 

Drink  150  grams  water. 

1.25  p.m 

Dinner,  drink  200  grams  water. 

10.30  p.m 

Retire. 

2.00  p.m 

Begin  work. 

1.00  a.m 

Pass  urine. 

Table  113  gives  a condensed  summary  of  the  more  important  statis- 
tics in  the  diary  kept  by  the  subject. 
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Table  llo. — Siunmari/  oi  the  diary — MetnhoUxm  ixperiments  Xoe.  29  aid  31. 


Time. 

\\  eight ol 
subject  in 
unrler- 
clothes. 

Pulse 
rate  per 
minute. 

Temper- 

ature. 

Time. 

Weight  of 
subject  in 
under- 
clothes. 

Pulse 
rate  per 
minute. 

Temper- 

ature. 

1900. 

1900. 

—r4 

Preliminnrn  obser- 

Experiment  No.  29— 

vatiim. 

Kgs. 

0 

Continued. 

Kgs. 

°F. 

Mar.  15, 9.40  a.  m 

106 

Mar.  18,  10.20  p.  ni... 

66 

11  a.  m 

112 





96. 4 „ 

12  m 

111 

Experiment  No.  31. 

12.55  p.  m... 

86 

97.8 

Mar.  22,  6.55  a.  m 

64. 09 

65 

64.51 

7 a.  m 

97.6  • 

92 

9 a.  m 

93 

i 

87 

98.4 

10  a.  m 

87 

11  a.  m 

90 

Experiment  yo  S9. 

12  m 

87- 

Mar.  16,  7 a.  m 

63.85 

71 

97.6 

67 

97.8- 

9 a.  m 

90 

99 

10  a.  m 

85 

93 

11  a.  m 

87 

97 

12  m 

90 

93 

1 p.  m 

79 

98.5 

6.55  p.  m . . . . 

71 

3 p.  m 

101 

64.55 

4 p.  m 

108 

76 

Q7  6 t 

5 p.  m 

102 

70 

Q7  n >1 

6 p.  m 

88 

67 

Ofi  n 

7 p.  m 

64.78 

83 

68 

97.6 

9 p.  m 

82 

98.2 

64.24 

Mar.  17,  7 a.  m 

64.76 

66 

97.4 

100 

9 a.  m 

92 

10  a.  ni 

92 

10  a.  m 

96 

89 

: 

11  a.  m 

94 

12  m 

89 

12  01 

94 

97 

1 p.  m 

74 

98.4 

94 

3 p.  m 

93 

89 

4 p.  m 

98 

90 

5 p,  ni 

93 

64.68 

74 

97. 6 r> 

6 p.  m 

94 

8 p.  m 

75 

97.5' 

7 p.  m 

65. 12 

97  9 

68 

8.08  p.  m . . . 

76 

66 

97.6 

64.38 

65 

97.4 

89 

69 

10  a.  m 

95 

96  9 

11  a.  m 

86 

64. 76 

65 

97.3 

12  m 

88 

88 

12.55  p.  m... 

68 

10  a.  HI 

93 

1 p.  m 

97.8 

91 

3 p.  m 

98 

TTi 

92 

4 p.  m 

98 

69 

98.0 

91 

91 

6 p.  m 

90 

95 

7 p.  m 

64.90 

76 

97.4 

95 

8 p.  m 

73 

97.3  ■ 

93 

9 p.  m 

71 

64. 96 

79 

97.8 

9.04  p.  m.... 

96.9 

74 

10.05 p.  m... 

66 

. 

97.4 

10.10  p.  m. .. 

96.7 

9.15  p.  m ... 



77 

97.2 

Mar.  25,  6.55  a.  m 

64.49 

68 

97.9  ' 

— ■ 

97 


Amount  of  uwl' done.--T\\(i  total  number  of  miles  registered  by  the 
cyclometer  on  the  different  daj’S  of  this  series  of  experiments  and  the 
heat  equivalent  of  the  work  done  each  day  are  shown  in  Table  114.  It 
is  altogether  improbable  that  the  amount  of  Avork  done  could  have 
been  as  large  as  would  be  required  to  propel  a bicycle,  undei  oidinaiy 
conditions,  the  distance  indicated  by  the  cyclometer. 


Table  114. — Record  of  work  done — Meiaholism  experiments  Nos.  29  and  31. 


Date  and  time. 

Cyclometer 

reading. 

Number 
of  miles. 

(a)  • 

Actual 
duration 
of  work. 

(6) 

Rate. 

(c) 

Heat 

equivalent, 

axbx 

0.2378. 

1900. 

« 

Experiment  No.  S9. 

Seconds. 

ira«s. 

Calories. 

666.0 

16,  10.15  a.  m 

687.5 

21.5 

7,200 

42.0 

72 

16,  12.30  p.m 

708.4 

20.9 

7,200 

39.7 

68 

16,  '4.00  p.m 

729.8 

21.4 

7, 200 

09.5 

68 

16,  6.15  p.m 

751.1 

21.3 

6, 9ti0 

37.7 

62 

85.1 

28,  .560 

270 

Mar.  17,  10.15  a.m 

772.3 

21.2 

6, 960 

35.5 

59 

17,  12.30  p.m 

795.9 

23.6 

7,200 

37.0 

63 

17,  4.C0p.m 

813.1 

17.2 

. 4,980 

42.4 

50 

17,  6.15  p.m 

837.9 

24.8 

7,200 

39.0 

67 

Total 

86.8 

26, 340 

239 

Mar.  18, 10.15  a.  m 

861.8 

23.9 

7,200 

36.5 

62 

18,  12.30  p.m 

885.0 

23.2 

7,200 

35.7 

61 

18,  4.00  p.m 

906.9 

21.9 

7, 200 

37.4 

64 

18,  6.15 p.m 

930.4 

23.5 

7,200 

40.0 

69 

Total 

92.5 

28, 800 

256 

Total,  3 days 

264.4 

83,  700 

Experiment  No.  SI. 

Mar.  22, 10.15  a.m 

1,194.4 

21.2 

7,200 

37.4 

64 

22,  12.30  p.m 

• 1,218.0 

23.6 

7,200 

38.7 

66 

22,  4.00  p.m 

1,240.  9. 

22.9 

7,200 

39.0 

67 

22,  6.15  p.m 

1,262.9 

22.0 

7,200 

37.0 

63 

Total 

89.7 

28,800 

260 

Mar.  23,  10.15  a.m 

1,289.7 

26.8 

7, 200 

37.2 

64 

23,  12.30  p.m 

1,300.8 

17.1 

7,200 

37.0 

63 

23,  4.00  p.m 

1,329.9 

23.1 

7,200 

37.4 

64 

23.  6.15  p.m y... 

1,351.4 

21.5 

7,200 

34.4 

59 

Total 

88.5 

28, 800 

250 

Mar.  24,  10.15  a.m 

1,375.8 

24.4 

7,200 

37.0 

63 

24,  12.30  p.m 

1, 400. 7 

24.9 

7,200 

35.7 

61 

24,  4.00  p.m 

1,423.7 

23.0 

6,240 

35.7 

53 

24,  6.15  p.m ' 

1,447.4 

23.7 

7,200 

34.9 

60 

Total 

96.0 

27,840 

237 

Total,  3 days 

9.74  9. 

85,440 

747 
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Detailed  data  of  income  and  outgo. — The  (juantities  of  nutrients 
in  the  basal  and  supplemental  rations  duriiijr  this  series  of  experi- 
ments are  shown  in  Table  L15.  The  outgo  of  matter  and  energy 
in  the  feces  during  the  successive  experiments  is  shown  in  Table  ll(j. 
lables  117  and  118  show  the  amount  and  composition  of  the  urine  in 
experiments  Nos.  29  and  31. 

Taulk  115. — Weight,  composition,  and  heat  of  combustion  of  foods — Metabolism  e.cj/eri- 

ments  Nos.  29  and  31. 


Heat 

of 

com- 

bus- 

tion. 


Calo- 

ries. 

135 

378 

879 

333 

315 

99 


■2, 139 

Ml 
•2, 980 

507 

3.+S7 


2, 139 
815 

2, 984 

511 

3.4!l.> 


Table  lll3. — Weight,  composition,  and  heat  of  combustion  of  feces — MetaboH.vn  e.rpen- 

ments  Nos.  29  and  31. 


Lub-  i 
ora-  ' 
tory 
No. 

Weight  w,,.,,. 
of  feces,  "‘“‘-r- 

Cro- 

tein. 

Fat. 

Carbo- 

hy- 

drates. 

Nitro- 

gen. 

Car- 

bon. 

Hydro- 

gen. 

Heat  of 
combus- 
tion. 

Kriicrhnait  .Vo.  S!l. 

3195  'J'otal,  3 days 

-Average,  1 day... 

Kriicrimcjit  Mo.  SI. 

3197  Total,  3 dav.s 

Average,  1 day... 

1 

Grams.  Grams. 
177.0  123.7 

59.0  11.2 

Grams. 

15.9 

5.3 

Grams. 

9.0 

3.0 

Grams. 

18.2 

6.1 

Grams. 
2.  .55 
.85 

Grams. 
2,5. 01 
8.31 

Grams. 

3.6 

1.2 

Calorics. 

279 

93 

160.1  108.1 

53. 1 36. 0 

15.2 

5.1 

8.2 

2.7 

18.1 

6.0 

• 

2.13 

.81 

21.32 

8.11 

3.1 

1.1 

•>TZ 

91 

Lab- 

ora- 

tory 

No. 

Food  materials. 

Weight 
per  day. 

Water. 

Pro- 

tein. 

• 

Fat. 

Carbo- 

hy- 

drates. 

Nitro- 

gen. 

Car- 

bon. 

Hydro- 

gen. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

3186 

Beef 

58 

3.5.0 

20.7 

1 7 

3 3? 

3187 

Butter 

17 

4.3 

.6 

•10  6 

OQ 

3192 

Bread 

300 

109.5 

28.2 

'6.0 

1,52. 4 

1,50 

87.12 

12.90 

3181 

Ginger  .snaps 

75 

3.1 

4.7 

6.2 

59.9 

. 75 

33.21 

4.96 

3193 

Farched  cereal 

75 

3.1 

9.0 

1.1 

60.4 

1.44 

32.04 

4.72 

Sugar 

25 

25.0 

10. 52 

1.62 

Ba.sal  ration,  excln- 

sive  of  milk 

580 

155.0 

63.2 

.55.6 

297. 7 

10.10 

205. 94 

30.84 

EXPEKIMENT  SO.  29. 

3189 

Milk,  whole 

900 

760.5 

36.9 

50.4 

45.0 

5. 94 

73.80 

11.34 

Total  basal  ration.. 

1,480 

915.5 

100.1 

106.0 

342.7 

16.04 

279. 74 

42. 18 

Loaf  sugar  (supple- 

mental  ration) 

128 

128.0 

53.89 

8.29 

Total  ration.  1 day. 

1 , 608 

015.6 

100.1 

106.0 

170.7 

16.01 

333.63 

,50.17 

EXPERIMENT  NO.  31. 

Ba.sal  ration,  excln- 

.sive  of  milk 

580 

155.0 

63. 2 

55.6 

297.  7 

10. 10 

205. 94 

30.81 

3191 

Milk,  whole 

900 

760.5 

36.9 

50.1 

45.0 

5.85 

74.25 

11.  .34 

Total  biusal  ration.. 

1,480 

915.5 

100.1 

106.0 

342.7 

15.95 

280. 19 

■12. 18 

3187 

Butter  (supplement- 

al  ration) 

63.5 

.5.8 

.8 

51.8 

.13 

41.34 

6.63 

Total  ration,  1 day. 

1,543.5 

021.3 

100.0 

160.8 

312.7 

16.08 

321.53 

18.81 

99 


Table  117.— specific  ffraviti/,  and  nitrogen  of  urine,  h'j  (i-honr  periods— Metab- 
olism experiments  Nos.  29  and  31. 


Date. 

Period. 

Amount 
of  urine. 

Specific 

gravity. 

Nitrogen  content. 

1900. 

Experiment  No.  29. 

Grams. 

Per  cent. 

Gram.s. 

Mar.  16-17 

7 a.  m.  to  1 p.  

169.5 

1.032 

2. 14 

3. 63 

1 p.  in.  to  7 p.  

215. 7 

1.032 

1.99 

4.29 

7 p.  m.  to  1 a.  m 

171.2 

1.035 

2. 39 

4.09 

1 a.  m.  to  7 a.  

138.5 

1.034 

2.33 

3.23 

. 

694.9 

15.24 

Total  by  composite 

694.9 

1.034 

2. 21 

15.36 

17-18 

7 a.  ni.to  1 p.  m 

189.2 

1.031 

2.05 

3.88 

1 p.  m.  to  7 p.  m 

252.6 

1.031 

1.83 

4.62 

7 p.  m.  to  1 a.  m 

183.6 

1.033 

2.26 

4.15 

1 a.  m.  to  7 a.  m 

151.8 

1.032 

2.28 

3.46 

n~.2 

16.11 

Total  by  composite 

777.2 

1.031 

2.06 

16.01 

18-19 

7 a.  m.to  1 p.  m - 

227.5 

1.029 

1.75 

3. 98 

1 p.  m.  to  7 p.  m 

342.0 

1.029 

1.44 

4.92 

7 p. m.to  1 a. m 

182.1 

1. 032 

2. 15 

3. 91 

1 a. m.to  7 a. m 

139.2 

1.032 

2.27 

3.16 

Totn  1 

890.8 

15.  97 

Total  by  composite 

890.8 

1.030 

1.80 

16.03 

Total  3 days,  bv  periods 

2,362.9 

47. 32 

2, 362. 9 

47. 40 

Experiment  No.  SI. 

Mar.  22-23 

7 a.  m.  to  1 p.  m 

252.3 

1.027 

1.62 

4.09 

1 p.  m.  to  7 p.  m 

247.3 

1.030 

1.83 

4.53 

7p.  m.to  1 a.  m 

172.3 

1.033 

2. 39 

4. 12 

1 a.  m.to  7 a.  m 

140.4 

1.031 

2. 36 

3.31 

Total 

812.3 

16.05 

Total  by  composite 

812.3 

1.030 

1.99 

16. 16 

23-24 

7 a.  m.  to  1 p.  m 

213.2 

1.029 

1.84 

3.92 

1 p.  m.  to  7 p.  m 

267.0 

1.028 

1.62 

4.33 

7 p.  m.  to  1 a.m 

173.3 

1.031 

2.22 

3.85 

1 a.  m.  to  7 a.  m 

137.0 

1.032 

2.29 

3.14 

Total 

790.5 

15. 24 

Total  by  composite 

790.5 

1.030 

1.91 

15. 10 

24-2.5 

7 a.  m.  to  1 p.  m 

240. 3 

1.028 

1.55 

3.72 

1 p.m.  to  7 p.  m 

293. 5 

1.028 

1.40 

4.11 

7 p. m.  to  1 a.m 

188.0 

1.033 

2.04 

3. 84 

1 a.  m.  to  7 a.  m 

158. 2 

1. 032 

2.12 

3. 35 

Total 

880. 0 

1 

15  (V> 

Total  by  composite 

880.  a- 

1.030 

1.72 

15. 14 

Total  3 days,  by  periods 

' 2,482.8 

1 

48  21 

Total  by  composite 

■ 2,482.8 

1 

48  4() 

, 

Total  9 days  by  composite* 

8,006.2 

.... 

1 1.78 

142. 50 

“Including  3 days  of  an  experiment  not  here  reported. 
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Table  llS.-^Dnib/  elimination  of  carbon,  hydrogen,  water,  and  energy  in  urine — Metab- 
olism experiments  Nos.  29  and  31. 


Date. 

Period. 

Amount 
of  urine. 

Carbon. 

Hydrogen. 

Water. 

Heat  of  com- 
bustion. 

Per 

gram. 

Total. 

1900. 

Experiment  No.  S9. 

Grams: 

P.ct. 

Grams. 

P.ct. 

Grams. 

P.ct. 

Grams. 

Caloric. 

Calories. 

Mar.  16-17 

694.9 

10. 78 

2.86 

641.0 

n 1Q.3 

134 

17-18 

777.2 

11.39 

8. 03 

720.3 

173 

134 

18-19 

7 a.  m.  to  7 a.  m 

890.8 

11.29 

3.00 

834.3 

.150 

134 

Total 

2, 362. 9 

33. 46 

8.89 

2, 195.6 

402 

Experiment  No.  SI. 

99  2.^ 

812. 3 

11.35 

3.01 

755.6 

.162 

139 

9.^94 

790.5 

10.78 

2.86 

736.6 

163 

129 

24-25 

7 a.  m.  to  7 a.  m 

880.0 

10. 62 

2.82 

826. 9 

.145 

128 

Total 

2,482.8 

32. 75 

8.69 

2,319.1 

389 

Total,  9 days* . 

8,006.2 

1.28 

102.49 

0. 34 

27.22 

93.6 

7,493.8 

1,211 

•Including  3 days  of  an  experiment  not  here  reported. 


The  quantities  of  carbon  dioxid  and  water  in  the  ventilating  air  cur- 
rent are  given  in  detail  for  experiments  Nos.  29  and  31,  in  Tables  119- 
121,  which  follow.  Table  122  .shows  the  amount  of  heat  given  off  dur- 
ing the  successive  6-hour  periods  of  the  two  experiments. 
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Table  119.— Comparison  of  residual  amounts  of  carbon  dioxid  and  ivater  in  the  chamber 
at  the  beginning  and  end  of  each  period,  and  the  corresponding  gain  or  loss— Metabolism 
experiments  Nos.  29  and  31. 


Rate. 

End  of  period. 

Carbon  dioxid. 

Water. 

Total 

amount 

in 

chamber. 

Gain  (+) 
or 

loss  (— ) 
over 
preced- 
ing 

period. 

Total  1 
amount 
of  vapor 
remain- 
ing in 
chamber. 

Gain  (4-) 
or 

loss  (— ) 
over 
preced- 
ing 

period. 

Change 
n weight 
of  ab- 
sorbers, 
gain  (4-) 
or 

loss  (— ). 

Drip 

from 

absorb- 

ers.* 

Total 

amount 

gained 

(+)  or 

lost  ( — ) 
during 
the 

period. 

1900. 
Mar.  16 
16 
16 
17 
17 

17 

17 

18 
18 

18 

18 

19 

19 

Mar.  22 
22 
22 
23 
23 

23 

23 

24 
24 

24 

24 

25 
25 

Expcrimetit  Ko.  S9. 

Grams. 

25.5 

75.1 

79.0 

30.4 

25.7 

Grams. 

Grams. 

46.7 

53.8 

53.0 
50.2 

47.1 

Ch-ams. 

Grams. 

Grams. 

Grams. 

1 p.m 

7 p.m 

1 a.  m 

7 a.  m 

-t-49.6 
3.9 
-48.6 
- 4.7 

4-  7.1 
- .8 
- 2.8 
- 3.1 

4-  98 
4-194 

- 69 

- 69 

130.0 

236.0 
‘22.1 
12.0 

4-235. 1 
4-429.2 

- 49.1 

- 60.1 

Total 

+ • 

4-  .4 

4-154 

400.7 

4-555.1 

1 p.m 

7 p.m 

1 a.  m 

7 a.  m 

Total 

85.3 
77.1 

26.4 
23.8 

-f59.6 
- 8.2 
-50.7 
- 2.6 

53.6 
52.4 
48.3 

44. 7 

4-  6. 5 
- 1.2 

- 4.1 

- 3.6 

4-  18 
4-  17 

- 93 

- 94 

180.0 

281.9 

31.9 

19.2 

4-204.5 
4-297. 7 

- 65.2 

- 78.4 

- 1.9 

- 2.4  1 -152 

513.0 

-|*358.  b 

1 p.  m 

7 p.  m 

1 a.  m 

7 a.  m 

Total 

Experiment  Xo.  31. 

83.2 

81.9 

28.5 

26.8 

-(-59.4 
-1.3 
-53.4 
- 1.7 

51.7 
54.5 

50.7 
48.1 

4-  7.0 
4-  2.8 

- 3.8 

- 2.6 

4-169 
4-  83 

-no 

-no 

120.0 

370.2 

54.2 

40.0 

4-296.0 
4-456. 0 

- 59.6 

- 72.6 

-1-  3.0 

4-  3.4  : -1-32 

584.4 

4-619.8 

26.4 

78.9 

75.2 

26.2 
25.7 

1 p.  m 

7 p.m 

1 a.  m 

7 a.  m 

4-52. 5 

- 3.7 
-49.0 

- .5 

55.3 

52.4 

48.1 

45.2 

4-10.1 

- 2.9 

- 4.3 

- 2.9 

4-198 

- 17 

- 88 
- 88 

150.0 

369.2 

29.6 

20.0 

4-358. 1 
4-349. 3 

- 62.7 

- 70.9 

— .7 

4-  5 

568. 8 

-t-573. 8 

1 p.m 

7 p.  m 

1 a.  m 

7 a,  m 

Total 

75.6 
76.8 
25.1 

24.7 

-1-49.9 
4-1.2 
-51.7 
- .4 

54.6 

52.8 

50.2 

45.2 

4-9.4 
- 1.8 
- 2.6 
- 5.0 

4-180 

- 15 

- 83 

- 83 

120. 0 
357.7 
26.4 
18.0 

4-309. 4 
4-340.9 

- 59.2 

- 70.0 

- 1.0 

- 1 

522.1 

4-521. 1 

1 p.m 

7 p.m 

1 a.  m 

7 a.  m 

Total 

78.1 

70.3 

25.5 

27.6 

4-53.4 
- 7.8 
-44.8 
4-  2.1 

54.9 
52.4 
48.3 

47.9 

4-9.7 

- 2.5 

- 4.1 

- .4 

4-173 

- 5 

- 76 

- 76 

135.0 

364.4 

28.9 

19.0 

4-317.7 
“l“356. 9 

- 51.2 

— 57.4 

4-  2.9 

+ 2.  / 

4-  16 

547. 3 

4-566. 0 

•The  drip  was  collected  and  weighed  but  once  a day.  The  volume  was  roughly  observed  at 
1 p.  m.,7  p.m.,and  7 a.m.,and  this  volume  taken  as  a rough  indication  of  the  actual  weight  of  drip 
for  the  different  periods.  The  small  amount  of  drip  observed  at  7 a.  m.  was  divided  equally  between 
the  two  night  periods.  The  figures  in  this  column  also  include  the  perspiration  in  clothes,  which 
amounted  to  21,  23.8,  20.4, 18.3, 15.3,  and  18.8  grams  on  the  successive  days  of  the  series.  The  amount 
for  each  day  has  been  divided  equally  between  the  periods  ending  at  1 p.  m.  and  7 p.  m. 


Table  120. — Record  of  carbon  dio.ml  in  ventikUing  air  current — Melaholmm  experiments 

Nos.  29  and  31. 


Date. 

Period. 

(a) 

Venti- 
lation 
(num- 
ber of 
liters  of 
airl. 

Carbon  dioxid. 

1 

Total 
weight 
of  car- 
bon ex- 
ha ied. 

In  incoming 
air. 

(d) 

In-out- 

going 

air. 

(e) 

Total 
excess  in 
outgoing 
air, 
d -c. 

(/) 

Correc- 
tion for 
amount 
remain- 
ing in 
chamber. 

(g) 

Corrected 
amount 
exhaled 
by  sub- 
ject, 
e+f. 

ib) 

Per 

liter. 

(e) 

Total, 

axb. 

1900. 

Experiment  No.  29. 

Liters. 

Mg. 

Granhs. 

Grams. 

Grams. 

Grams. 

Grants. 

Grams.' 

Mar.  16-17 

7 a.m.  to  1 p. m.. 

27,208 

0.598 

16.3 

406.2 

389.9 

+49.6 

+439.5 

119.9 

1 p.  m.  to  7 p.  m.. 

27,985 

.575 

16.1 

471.3 

4.55.2 

+ 3.9 

459.1 

125.2 

7 p.m.  to  1 a.m.. 

27,985 

.597 

10.7 

2.82. 3 

265.0 

-48.6 

217. 0 

59.2 

1 a.m.  to  7 a.m.. 

27,208 

.592 

16.1 

146. 9 

130.8 

- 4,7 

126. 1 

34.4 

Total 

110,386 



65.2 

1, 306. 7 

1,241.5 

+ .2 

1,241.7 

338.7 

17-18 

7 a.m.  to  1 p.  m. . 

25, 653 

.592 

15.2 

396.5 

381.3 

+59.6 

440.9 

120.2 

1 p.m.  to  7 p.m.. 

27,208 

.591 

16.1 

4.50. 6 

434.5 

- 8.2 

426.3 

116.3 

7 p.  m.  to  1 a.m.. 

28,762 

.595 

.7,1 

258.3 

241.2 

-.50. 7 

190. 5 

52.0 

1 a.m.  to  7 a.m.. 

28,762 

.594 

17.1 

147.3 

130.2 

- 2.6 

127.6 

34.8 

Total 

110,385 

65.5 

1,252.7 

1,187.2 

- 1.9 

1,185.3 

323.3 

18-19 

7 a.m.  to  1 p.m.. 

27,208 

. 554 

15.4 

415.1 

399. 7 

+59.4 

459.1 

125.2 

1 p.m.  to  7 p.m.. 

27,208 

.514 

14.0 

492.8 

478.8 

- 1.3 

477.5 

i:io.2 

7 p.m.  to  1 a.  m.. 

27, 985 

.601 

16.8 

262. 1 

245. 3 

-53. 4 

191.9 

52.3 

1 a.m.  to  7 a.m.. 

26,430 

. 576 

15.2 

145.2 

130.0 

- 1.7 

128.3 

35.0 

Total 

108,831 

61.4 

1,315.2 

1,253.8 

+ 3.0 

1,256.8 

342. 7 

Total,  3da.vs 

329, 602 



192.1 

3,874.6 

3,682.5 

+ 1.3 

3, 683.,8 

1 . 004. 7 

Experiment  .Vo.  31. 

Mar.  22-23 

7 a.m.  to  1 p.  m.. 

25,652 

..578 

14.8 

3.87.5 

372.7 

+52.5 

425. 2 

116.0 

1 p.m.  to  7 p.m.. 

26,430 

.600 

15.8 

447.7 

431.9 

- 3.7 

428. 2 

116.8 

7 p.m.  to  1 a.m.. 

27, 985 

.580 

16.2 

232.0 

21,5.8 

-49.0 

166. 8 

45.5 

1 a.m.  to  7 a.m.. 

26, 430 

.563 

14.9 

143.0 

128. 1 

- .5 

127.6 

34.8 

Total 

106,497 

1 61.7 

1,210.2 

1,148.5 

— . 7 

1,147.8 

313.1 

23-24 

7 a.  m.  to  1 |). 111.. 

25, 652 

..578 

14.8 

381.7 

366.9 

+49.9 

416.8 

113.7 

1 p.m.  to  7 p.m.. 

25, 652 

. ,589 

15.1 

443.4 

428. 3 

+ 1.2 

429.5 

, 117.1 

7 p. m.  to  1 a. 111.. 

27,985 

.,567 

15.9 

243.3 

227.4 

—51. 7 

175.7 

47.9 

1 a.m.  to  7 a.m.. 

28, 762 

.,555 

16.0 

155.2 

139.2 

- .4 

i 138.8 

37.9 

Total 

108, 051 

1 61.8 

1,223.6 

1,161.8 

- 1.0 

! 1,160.8 

310. 6 

24-25 

7a.m.  to  1 p.m.. 

25, 652 

.568 

14.6 

378.5 

363.9 

+53.4 

j 417.3 

113.8 

1 p.m.  to  7 p.m.. 

27,208 

.581 

15.8 

455.4 

439.0 

' - 7.8 

j 431.8 

117.8 

7 p.m.  to  1 a.m.. 

27,985 

.574 

16.1 

235.0 

218.9 

-44.8 

j 174. 1 

j 47. 5 

1 a.m.  to  7 a.m.. 

27,985 

.564 

15.8 

155. 6 

139.8 

i + 2.1 

1 141.9 

38.7 

Total 

108,830 

62. 3 

1,224.5 

1,162.2 

1 +-2.9 

1 1,165.1 

317.8 

Total,  Sdays 

323,378 

1 185. 8 

1 

8, 658. 3 

3,472.5 

1 + 1.2 

3, 473. 7 

i 947.5 

! 
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Tabi.k  12\.—lieconI  of  water  in  ventUatbuj  air  current— .Vetabolimn  experiments  Nos. 

39  and  SI . 


Date. 

Period. 

Ventilation  (iium- 
her  of  liters  of 
air).  1 

Water  in  in- 
coming air. 

Water  in  outgoing  air. 

(.•7) 

«_r 

^ bo 

o>  o 
o bo 

5 C.I 

Correction  for  ^ 
1 water  remaining  "5 
1 in  chamber. 

Total  water  of  res- 
piration and  per-  3 
spiration,  g+h. 

{!>) 

o 

(x 

V 

Ch 

(C) 

X 

e 

O 

H 

((f) 

c.S 
ItsE 
3 ” S 

S c ^ 

3 ® 3 

(e) 

0'S  22 

? 93  O 

C N 

C f—  it 

s *-i 

n 

g8.S 

(/) 

+ 

O 

H 

UHX). 

Expcrimait  Xo.  29. 

Liters. 

M,;. 

Gram.s. 

i 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Mar.  lC-17  ; 

7a.ni.to  1 p.  m.. 

27,208 

0. 850 

‘23.1 

•250.5 

46.1 

296. 6 

•273. 5 

-f‘235. 1 

.508. 6 

1 p.m.  to  7 p.m.. 

27, 985 

.8^23 

‘23.0 

268.0 

44.7 

312.7 

289.7 

-1-429. 2 

718.9 

7 p.  m.  to  1 a.  m. . 

27,985 

.825 

23.1 

257.5 

45. 1 

302.6 

279.5 

- 49.1 

230.4 

la. ill. to  7 a.m.. 

27, 208 

.756 

20.6 

249.5 

40.8 

290.3 

269. 7 

- 60.1 

209.6 

Total 

110, 386 

1 89.8 

1,025.5 

176.7 

1,‘20‘2.2 

1, 1T2. 4 

4-555. 1 

1, 6G7. 5 

17-18 

7 a.  111.  to  1 p.m.. 

25, 653 

.832 

21.4 

233. 1 

42.6 

275.7 

254.3 

4- ‘204. 5 

458. 8 

1p.m. to  7 p.m.. 

27,208 

.849 

23.1 

268. 8 

43.6 

312. 4 

289.  3 

4-297.  7 

587. 0 

7 p.  m.  to  1 a.  m. . 

28, 762 

.840 

•24.2 

247.2 

49.5 

296.7 

272. 5 

- 65.2 

•207.  3 

1 a.m.  to  7 a.m.. 

28, 762 

.780 

‘22. 4 

243.4 

43.7 

287.1 

264.7 

- 78.4 

186.3 

Total 

110, 385 

91.1 

992. 5 

179.4 

1,171.9 

1,080.8 

4-358. 6 

1, 439. 4 

1M9 

7a.m.  to  1 p.m.. 

27, 208 

.826 

22.5 

243.0 

46.6 

289.  6 

267.1 

4- ‘296. 0 

563. 1 

1p.m.  to  7 p.m.. 

27, 208 

.847 

23.0 

282. 0 

42.9 

324.9 

301.9 

-t~45G.  0 

757.9 

7 p.m.  to  1 a.m.. 

27, 985 

. 875 

■24. 5 

‘265. 0 

47.8 

312.8 

288. 3 

- .59.6 

■228.7 

1 a.m.  to  7 a.m.. 

26, 430 

.861 

22.8 

243.9 

38.3 

282. 2 

2.59.4 

- 72.6 

186.8 

Total 

108, 831 

92.8 

1,033.9 

175. 6 

1,‘209.5 

1,116.7 

4-619.8 

1,736.5 

Total,:!  days 

329, 602' 

273.7 

3,051.9 

531.7 

3, 583.  6 

3, 309. 9 

4-1,533.5 

4,843.4 

Ex2)crimenl  .Vo.  31. 

Mar.  Tl-Xi 

7 a.  111.  to  1 p.  m.. 

25, 652 

.8^28 

21.2 

247.7 

40.4 

288.1 

266. 9 

4-358. 1 

625. 0 

1 p.m.  to  7 p.m.. 

26, 430 

. 857 

22.6 

2.59. 4 

39.8 

299.2 

276.6 

4-349. 3 

625.9 

7 p.  111.  to  1 a.m.. 

27,985 

.816 

•22. 8 

‘246.3 

41.2 

‘287. 5 

•264. 7 

- 62.7 

•202.0 

1 a.  111.  to  7 a.m.. 

26, 430 

.779 

20.6 

‘241.0 

35.0 

276.0 

255. 4 

- 70.9 

184.5 

Total 

106, 497 



87.2 

; 994.4 

156.4 

1,150.8 

1,063.6 

4-573.8 

1, 637. 4 

7 a.  111.  to  1 p.m.. 

25, 652 

.865 

22.2 

240. 5 

40.8 

•281.3 

•259. 1 

4-‘309.  4 

568. 5 

1 p.  m.  to  7 p.  m. . 

•25, 652 

.881 

‘22. 6 

' ‘253. 3 

37. 8- 

•291.1 

•268. 5 

4-340.9 

609.4 

7 p.  m.  to  1 a.  m. . 

27, 985 

.826 

•23.1 

! 252. 0 

43.2 

•295. 2 

272. 1 

- 59.2 

212.9 

1 a.m.  to  7 a. m.. 

•28, 762 

.780 

22.4 

j 253.2 

38.5 

■291.  7 

269.  3 

- 70.0 

199.3 

Total 

108,051 

1 



90.3 

1 999. 0 

160.  3 

1,159.3 

1,069.0 

4-5‘21.1 

1,590.1 

24-25 

7 a.  111.  to  1 p.  m. . 

[ 25,6.52 

.843 

•21.6 

1 ‘241.7 

40.7 

‘282. 4 

•260.8 

4-317.7 

578. 5 

1 p. m.  to  7 p.  m. . 

•27,  •208 

. 851 

•23. 2 

I 269.8 

40.3 

310. 1 

•286. 9 

4-356. 9 

643.8 

7 p.m.  to  1 a.  111. . 

! •27,985 

.802 

22. 4 

247. 5 

43. 5 

291.0 

2G8.  G 

- 51. ‘2 

■217. 4 

1 a.m.  to  7 a.m.. 

•27,985 

. 768 

21.5 

1 ‘256. 0 

38.1 

294. 1 

272.0 

- 57.4 

215.2 

Total 

108,830 

88.7 

1,015.0 

162.6 

1, 177. 6 

1,088.9 

4-566.0 

1,654.9 

Total, 3 (lavs  323, 378  1 

•266. 2 

3, 008. 4 

1 479. 3 

3,487.7 

3, 221.5 

4-1,660.9 

4,882.4 
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Table  122.— Summary  of  calorimetric  meamrement,^ — Metabolism  experiments  Xos.  29 

and  31.  \ 


Date. 

Period. 

(o) 

Heat 
measured 
in  terms, 
of  Coo- 

W 

Change 
of  tem- 
perature 
of  calo- 
rimeter. 

(C) 

Capacity 
correc- 
tion of 
calorim- 
eter, 
bx60. 

id) 

Correc- 
tion due 
to  tem- 
perature 
of  food 
and 

dishes.  • 

(e) 

Water 

vaporized 

equals 

total 

amount 

exhaled 

less 

amount 
con- 
densed in 
chamber. 

(/)  1 

1 

i 

Heat  1 
used  in  | 
vaporiza- 
tion of 
water, 
exO.592. 

(.<7)  1 

Total  i 
heal  de-1 
termined.i 

0 4-C4- 

d+f.  1 

1900. 

Experiment  A'o.  29. 

Calories. 

Degree. 

Calories. 

Calories. 

Grams. 

Calories. 

Calories. 

Mar.  16-17 

7 a. m.to  1 p. m... 

1,113.0 

-1-0.02 

4-  1.2 

+ 1.7 

280.6 

166.1 

1,282.0 

1 p. m.to 7 p. in... 

1, 139. 0 

+ .09 

4-  6.4 

- 2.6 

288.9 

171.0 

1,312.8 

7 p. m.to  1 a. m... 

495.3 

4-  .01 

4-  .6 

4-  6.3 

276.7 

163.8 

666.0 

1 a.m.to  7 a.m... 

250.1 

-1-  .01 

4-  .6 

266.6 

1,57.  8 

408.5 

Total 

2, 997. 4 

+ .13 

4-  7.8 

, -t-  5. 4 

1,112.8 

658.7 

3,669.3 

17-18 

7 a.m.to  1 p.m... 

1,074.3 

-(-  .01 

■f  .6 

4-  2.8 

260. 8 

1.54.4 

1,2.32.1 

1 p. m.  to7  p.  m... 

1,078.3 

“h  • 05 

4-  3.0 

-4.7 

288.1 

170.6 

1.247.2 

7 p. m.tol  a.m... 

414.1 

0 

0 

4-  5.4 

268.4 

158.9 

578.4 

1 a.m.  to  7 a.m... 

216.3 

4-  .03 

4-  1.8 

261.1 

154.5 

372.6 

Total....... 

2,783.0 

4-  .09 

4-5.4 

4-3.5 

1,078.4 

638.4 

3, 430.3 

18-19 

7 a.  m.  to  1 p.  m. . . 

1,116.2 

4-  .04 

4-  2.4 

4-  7.2 

274. 1 

162. 2 

i,2as.o 

1 p.m.  to 7 p. m... 

1,195.8 

4-  .11 

4-  6.6 

- 7.0 

304.7 

180.4 

1,375.8 

7 p.m.  to  1 a.m... 

468.5 

4-  .02 

+ 1.2 

4-  5.8 

284.5 

168.4 

643.9 

1 a. m.to  7 a. m... 

208.0 

4-  .03 

4-  1.8 

266.8 

152,0 

361.8 

Total 

2,988.5 

4-  .20 

4-12.0 

4-6.0 

1,120.1 

063.0 

3, 669. 5 

Total,  3 days 

8, 768.9 

: 4-25.2 

4-14.9 

3,311.3 

1,900.1 

10,769.1 

Experiment  No.  31. 

Mar.  22-23 

7 a. m.  to  1 p. m... 

1,082.2 

- .01 

- .6 

4-  3.1 

277.0 

164.0 

1, 248. 7 

1 p.in.to7  p.m... 

1,087.6 

0 

0 

- 4.1 

273.7 

162.0 

1,245.5 

7 p.m.  to 7 a.m... 

405.9 

0 

0 

4-  3.1 

260. 4 

154.1 

563.1 

1 a.  m.to  7 a.m... 

221.9 

4-  .01 

4-  .6 

252.5 

149.5 

372.0 

Total 

2, 797. 6 

1 4-2.1 

1,063.6 

629.6 

3,429.3 

23-24 

7 a.  m.  to  1 p.m. .. 

1,058.7 

4-  .01 

4-  .6 

4-  1.5 

268.6 

159.0 

1,219.8 

1 p.m.to7  p.m... 

1,103.8 

4-  .02 

4-  1.2 

- 5.6 

266.7 

157.9 

1,257.3 

7 p.  m.  to  1 a. m... 

394.1 

0 

0 

4-  .8 

269.5 

159.5 

554.4 

1 a.m.to  7 a.m... 

224. 3 

4-  .01 

4-  .6 

264.3 

156.4 

381.3 

Total 

2,780.9 

■ 4-  .04 

4-2.4 

- 3.3 

1,069.0 

632.8 

3,412.8 

24-25 

7 a.  in.  to  1 p. in. . . 

1,071.0 



4-1.1 

270. 5 

160.1 

1,232.2 

1 p.m.  to 7 p. m... 

1,094.6 

4-  .01 

4-  .6 

4-2.3 

284.4 

168.4 

1,265.9 

7 p.m.  to  1 a. m. .. 

378.5 

- .01 

- .6 

4-4.9 

264.5 

156.6 

539.4 

1 a.m.to?  a.m... 

218.1 

4-  .01 

4-  .6 

272.2 

161.0 

379.7 

Total 

2, 762.2 

4-  .01 

4-  .6 

4-8.3 

1,091.6 

046.1 

3,417.2 

Total,  3 days 

8, 340. 7 

4-  3.0 

4-  7.1 

3,224.2 

1,908.5 

10, 259. 3 

•Including  correction  for  4.8  calories  introduced  during  each  day  period  by  the  current  used  to 
magnetize  the  fields  of  the  dynamo. 
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Balance  of  income  and  outgo  of  matter  and  energy. — The  income  and 
outgo  of  nitrogen,  carbon,  hydrogen,  and  energy  in  experiments  Nos. 
and  31  are  shown  in  Tables  123-126. 


Table  V2'i.— Income  and  outgo  of  nitrogen  and  carbon— Metabolism  experiments  Nos.  ^9 

and  31. 


Date. 

Nitrogen. 

Carbon. 

(n) 

. In 
food. 

(6) 

In 

feces. 

(C) 

In 

urine.* 

(d) 

Gain 
(+)or 
loss 
(-)>  a 

-r 

(e) 

In  food. 

(/) 

In 

feces. 

(Q) 

In 

urine. 

(h) 

In  res- 
pira- 
tory 
prod- 
ucts. 

Gam 

(+)  or- 

io.ss 
i-),e 
-if +9 
+h). 

1900. 

Erperiment  So.  29. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Mar.  16-17, 7 a.  m.  to  7 a.  m . . 

16.0 

0.9 

15.4 

-0.3 

333.6 

8.3 

10.8 

338.7 

-24.2 

17-18, 7 a.  m.  to  7 a.  m . . 

16.1 

.8 

16.3 

-1.0 

333.7 

8.4 

11.4 

323.3 

- 9.4 

18-19, 7 a.  m.  to  7 a.  m . . 

16.0 

.9 

16.2 

-1.1 

333. 6 . 

8.3 

11.3 

342.7 

-28.7 

Total,  3 days 

48.1 

2.6 

47.9 

-2.4 

1,000.9 

25.0 

33.5 

1, 004. 7 

-62.3 

Average,  1 day 

16.0 

.8 

16.0 

- .8 

333.6 

8.3 

11.2 

334.9 

-20.8 

Exjwriment  No.  31. 

Mar.  22-23, 7 a.  m.  to  7 a.  m . . 

16.1 

.8 

16.3 

-1.0 

321.5 

8.1 

11.3 

313.1 

-11.0 

23-24, 7 a.  m.  to  7 a.  m . . 

16.0 

.8 

15.4 

_ 2 

321.6 

8.1 

10.8 

316. 6 

-13.9 

24-25, 7 a.  m.  to  7 a.  m . . 

- 16.1 

.8 

15.2 

+ .1 

321.5 

8.1 

10.6 

317.8 

-15.0 

Total, 8 davs 

48.2 

2.4 

46.9 

-1.1 

964.6 

24.3 

32.7 

947.5 

-39.9 

Average,!  day 

16.1 

.8 

15.6 

- .3 

321. 5 

8.1 

10.9 

315.8 

■ 13.3 

“Including  nitrogen  in  perspiration,  amounting  to  0.2  gram  per  day. 


Table  124. — Income  and  outgo  of  water  and  hydrogen — Metabolism  experiments  Nos.  29 

and  SI. 


Date. 

Water. 

(a) 

In  food. 

ib) 

In  drink. 

(0) 

In  feces. 

id) 

In  urine. 

(e) 

In  res- 
piratory 
products. 

if) 

Apparent 

lo-ss, 

a-l-6— 

(c-l-d-tre). 

1900. 

Experiment  No.  29. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Gmms. 

.Mar.  16^17,  7 a.  m.  to  7 a.  m 

915.5 

1,2.50 

41.2 

641.0 

1,667.5 

184.2 

17-18,  7 a.  m.  to  7 a.  m 

915.5 

1,2.50 

41.3 

720.3 

1, 439. 4 

35.5 

18-19,  7 a.  m.  to  7 a.  m 

915.5 

1,250 

41.2 

834.3 

1,736.5 

446.5 

Total,  3 davs 

2,746.5 

3,750 

123.7 

2, 195. 6 

4,843.4 

666. 2 

Average,  1 day 

91.5.5 

1,250 

41.2 

731.9 

1,614.5 

222.1 

Experiment  No.  31. 

Mar.  22-23,  7 a.  m.  to  7 a.  m 

921. 3 

1,250 

36.0 

755.6 

1,637.4 

257. 7 

23-24,  7 a.  m.  to  7 a.  m 

921. 3 

1,250 

36.1 

736.6 

1, 590. 1 

191.5 

24-25,  7 a.  m.  to  7 a.  m 

921. 3. 

1,250 

36.0 

826.9 

1,6.54.9 

346.5 

Total,  3 davs 

2,763.9 

3,7.50 

108.1 

2, 319. 1 

4, 882.  4 

795.7 

Average,  1 day 

921. 3 

1,2.50 

.36.0 

773.0 

1,627.5 

265. 2 
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Table  124. — Income  and  outgo  of  water  and  hydrogen — Metabolism  experiments  Nos.  29 

and  31 — Continued.  " | 


Hydrogen. 

, 

Date. 

(9) 

III  food. 

(/') 

In  feces. 

(0 

In  urine. 

(1) 

Apparent 
gam,  g- 

(h+l). 

(m) 

L0S.S 

from  wa- 
ter/^9. 

Jn)  1 
Total  1 
gain  ( + )] 
or  lo.ss  1 
( — ) i+m.J 

1900. 

Experimait  No.  29. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Mar.  7 a.  ni.  to  7 a.  m 

50.5 

1.2 

2.9 

+ 46.4 

-20.5 

+25.9^ 

]7-18,  7 a.  m.  to  7 a.  m 

50.5 

1.2 

3.0 

+ 46.3 

- 3.9 

+42.4 

18-19,  7 a.  m.  to  7 a.  m 

50.5 

1.2 

3.0 

+ 46. 3 

-49.6 

- 3.3^ 

Totjil,  3 dav.8 

151.5 

3.6 

8.9 

+139.0 

-74.0 

+65. 0 

Average,  1 dav 

.50. 5 

1.2 

3.0 

+ 46.3 

-24. 6 

+21,7 

Experiment  No.  SI. 

Mar.  22-23,  7 a.  m.  to  7 a.  m 

48.8 

1.1 

3.0 

+ 44.7 

-28.6 

+16.1 

23-24,  7 a.  m.  to  7 a.  m 

48.8 

1.2 

2.9 

+ 44.7 
+ 44.9 

-21.3 
• 38.5 

+23.4 
+ 6.4 

24-25,  7 a.  m.  to  7 a.  m 

48.8 

1.1 

2.8 

Total,  3 da  vs 

146.4 

3.4 

8.7 

+134.3 

-88.4 

+45.9 

Average,  1 day 

48.8 

1.1 

2.9 

+ 44.8 

-29.5 

+15.3 

Table  125. — Gain  or  loss  of  protein  {NX6.23) , fat,  and  water — Metabolism  experiments 

Nos.  29  and  31. 


Date. 

(a) 

Nitrogen 
gained 
( + ) or 
lost  (-). 

(b) 

Protein 
gained 
( + ) or 
lost  (-), 
0X6.25. 

(0 

Total 
carbon 
gained 
( + ) or 
lost  ( — ). 

(rf) 

Carbon  in 
protein 
gained 
( + ) or 
lost  ( — ), 
bxO.53. 

Carbon  in 
fat,  etc., 
gained 
( + ) or 
lost  (-), 
c—d. 

{/) 

Fat 

gained 
( + ) or 
lost  (-), 
eH-0.761. 

1900. 

Experiment  No.  S9. 

Grams. 

Grams. 

■ 

Gramii. 

Grams. 

Grams. 

Grams. 

Mar.  16-17,  7 a.  m.  to  7 a.  m 

-0.3 

- 1.9 

-24.2 

-1.0 

-23.2 

-30.5 

17-18,  7 a.  tn.  to  7 a.  m 

-1.0 

- 6.2 

- 9.4 

-3.3 

- 6.1 

- 8.0 

18-19,  7 a.  m.  to  7 a.  m 

-1.1 

- 6.9 

-28.7 

-3.7 

-25.0 

-32.9 

-2.4 

-15.0 

-62.3 

-8.0 

-54.3 

-71.4 

Average,  1 day 

- .8 

- 5.0 

-20.8 

-2.7 

-18.1 

-23.8 

Experimait  No.  SI. 

Mar.  22-23,  7 a.  m.  to  7 a.  m 

-1.0 

- 6.2 

-11.0 

-3.3 

— 7. 7 

-10.1 

23-24,  7 a.  m.  to  7 a.  in 

- .2 

- 1.3 

-13.9 

— . 7 

-13.2 

-■'7. 3 

24-25,  7 a.  m.  to  7 a.  m 

+ .1 

+ .6 

-15.0 

+ .3 

-15.3 

-20.1 

Total,  3 days 

-1.1 

- 6.9 

-39.9 

-3.7 

-36.2 

-47.5 

-Average,  1 day 

- .3 

- 2.3 

-13.3 

-1.2 

-12.1 

-15.9 
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'ABLE  Vlfi.-Gain  or  loss  of  protein.  {NXO. 25),  fat,  and  water -Meiabolmn  experiments 

Nos.  29  and  57— Continued. 


-4  — 

Date. 

1 

(£/) 

Total 
hydrogen 
gained  (+) 
or  lost  ( — ). 

(A)  • 

Hydrogen 
in  protein 
gained  (+) 
or  lost  (— ), 
b xO.07. 

(6 

Hydrogen 
in  fat 
gained  (+) 
or  lo.st  (— ), 
/XO.118. 

(*) 

Hydrogen 
in  water, 
etc., 

gained  (+) 
or  lost  (— ), 
g-{h+i). 

(0 

Water 
gained  ( + > 
or  lost  ( — ), 
fcx9. 

1900. 

Experiment  Vo.  29. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

lar.  16-17,  7 a.  ni.  to  7 a.  m 

+25. 9 

-0.1 

-3.6 

+29.6 

+266. 4 

17-18,  7 a.  m.  to  7 a.  m 

+42.4 

- .4 

- .9 

+43.7 

+393.3 
Q 9 

18-19,  7 a.  m.  to  7 a.  m 

- 3.3 

- .5 

-3.9 

+ 1.1 

Total,  3 days 

+65.0 

-1.0 

-8.4 

+74.4 

+669. 6 

Average,  1 day 

+21.7 

- .3 

-2.8 

+24.8 

+223.2 

Experiment  No.  SI. 

lar.  22-23.  7 a.  m.  to  7 a.  m 

+16.1 

- .4 

-1.2 

+ 17.7 

+159. 3 

23-24.  7 a.  m.  to  7 a.  m 

+23.4 

- .1 

-2.0 

+25.5 

+229.  .5 

24-25,  7 a.  m.  to  7 a.  m 

+ 6.4 



-2.4 

+ 8.8 

+ 79.2 

Total,  3 days 

+45.9 

- .5 

-5.6 

+52.0 

+468.0 

Average,  1 day 

+15.3 

- .1 

-1.9 

+ 17.3 

+ 156.0 

Table  126.— Income  and  outgo  of  energy— Metabolism  e.iperiments  Nos.  29  and  31. 


Date. 

(a) 

Heat  of 
com- 
bustion 
of  food 
eaten. 

(6) 

Heat  of 
com- 
bustion 
of  feces. 

(C) 

Heat  of 
com- 
bustion 
of 

urine. 

(d) 
Esti- 
mated 
heat  of 
com- 
bustion 
of  pro- 
tein 
gained 
( + ) or 
lost 
(-)• 

(e) 
Esti- 
mated 
heat  of 
com- 
bustion 
of  fat 
gained 
( + ) or 
lost 
(-)• 

(/). 
Esti- 
mated 
energy 
of  ma- 
terial 
oxi- 
dized 
in  the 
bodya— 

(5+C+ 

d-j-e). 

(£/) 

Heat 

deter- 

mined. 

(h) 

Heat 
deter- 
mined, 
greater 
(+)  or 
less  (— ) 
than 
esti- 
mated, 
9-J- 

(i) 

Heat 
deter- 
mined, 
greater 
i+)  or 
less(-) 
than 
esti- 
mated, 

A 4-/. 

1900. 

Experiment  No.  29. 

Calo- 

ries. 

Calo- 

ries. 

Calo- 

ries. 

Calo- 

ries, 

Calo- 

ries. 

Calo- 

ries. 

Calo- 

ries. 

Calo- 

ries. 

Per  c.t. 

lar.  16-17,  7 a.  m.  to  7 a.  m. . 

3,487 

93 

134 

-11 

-291 

3,562 

3,669 

+107 

+3.0 

17-18,  7 a.m.  to  7 a.m.. 

3,487 

93 

134 

-35 

- 76 

3,371 

3,430 

+ 59 

+1.7 

18-19,  7 a.m.to  7 a.m.. 

3,487 

93 

134 

-39 

-314 

3, 613 

3,669 

+ 56 

+ 1.5 

Total,  3 davs 

10,461 

3,487 

279 

402 

—85 

—681 

10,546 

3,515 

10, 768 
3,589 

+222 
+ 74 

Average,  1 day 

93 

134 

-28 

-227 

+2.1 

1 Experiment  No.  31. 



kar.  22-23,  7 a.  m.  to  7 a.  m . . 

3,495 

91 

132 

-35 

- 96 

3,403 

3,429 

+ 26 

+ .8 

1 23-24,  7 a.m. to  7 a.m.. 

3,495 

90 

129 

- 7 

-165 

3,448 

3,413 

- 35 

-1.0 

H 24-25,  7 a.  m.  to  7 a. m. . 

3,495 

91 

128 

+ 3 

-192 

3,465 

3, 417 

- 48 

-1.4 

1 Total,  3 davs 

10,485 

3,495 

272 

389 

—39 

—453 

10, 316 
3,439 

10,2.59 

3,420 

- 57 

1 Average,  1 day 

91 

129 

-13 

-151 

- 19 

- .6 

METABOLISM  EXPERIMENTS  NOS.  32  AND  34. 

Subject. — J.  F.  S.,  who  was  also  the  subject  of  several  preceding’ 
ixperiinents.  His  weight,  with  underclothing,  was  about  66.6  kilo- 
rains  (145i  pounds), 

Occupatton  during  experiment. — Worked  8 hours  a day  upon  a sta- 
onary  bieycde,  as  in  the  previous  series  of  experiments. 
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Duration. — These  two  experiments,  each  of  which  continued  3 daj's 
form  the  first  and  third  of  a series  of  3.  The  intermediate  experiment 
also  of  3 da}'s’  dui-ation,  is  not  reported  here.  A preliminary  period  of : 
•1  da}’^s  preceded  the  series,  beginning  with  breakfast  April  16,  IhOO; , 
The  subject  entered  the  respiration  chamber  on  the  evening  of  April! 
19,  and  experiment  No.  32  began  at  7 a.  m.  April  20  and  ended  at  7' 
a.  m.  April  23.  Experiment  No.  34  began  at  7 a.  m.  April  26  and  I 
ended  at  7 a.  m.  April  29. 

Diet. — These  experiments  were  intended  to  be  as  nearly  as  possible- 
a repetition  of  experiments  Nos.  29  and  31,  with  the  exception  that: 
the  order  in  which  the  supplemental  materials  were  added  to  the  l)asal|' 
ration  was  reversed.  The  basal  ration  was  practically  the  same  in^ 
both  experiments,  differing  slightly  owing  to  the  difference  in  the 
composition  of  the  milk.  It  furnished  approximateh'  100  grams  of  f 
protein  and  2,980  calories  of  energy  per  day.  To  this  basal  ration  63.5  ■ 
grams  of  butter  per  day,  furnishing  1 gram  of  protein  and  509  calories  ■ 
of  energy,  was  added  in  experiment  No.  32,  and  128  grams  of  cane!' 
sugar,  furnishing  507  calories  of  energy,  was  added  daily  in  experi-4 
ment  No.  34.  The  total  ration  therefore  in  these  experiments  furnished* 
approximately  100  grams  of  protein  and  3,490  calories  of  energy'  per  : 
da}\  The  kinds  and  quantities  of  food  served  for  each  meal  and  the 
quantities  of  drink  at  different  periods  of  the  da}"  were  as  follows: 

Table  127. — Did  in  )iietabolisin  experiments  Nos.  32  and  34- 


FOOD-BASAL  RATION. 


Food  materials. 

Breakfast. 

Dinner. 

Supper. 

TotaB 

Beef  

Grams. 

Grams. 

58 

17 

GraJiis. 

G'ram^ 

riS 

9 

9 

35 

75 

150 

75 

:!0» 

26 

25 

25 

75 

37.6 

37.5 

75 

17.5 

17.5 

35 

340 

340 

340 

U»20 

FOOD— SUPPLEMENTAL  RATION. 

Experiment  No.  32,  April  £0-23.— Sixty-two  grams  butter  added  to  basal  ration.  This  amount  alsjt 
supplemented  the  ration  during  the  preliminary  period. 

Experiment  No.  3U,  April26-28.—T\\o  basal  ration  during  this  experiment  was  increased  by  the  mifij 
tion  of  128  grams  of  cane  sugar. 


10^) 


Ikiihj  rnuthi,  . -The  ^n^nenil  plan  of  the  series  of  experiments  was 
entieal  with  that  of  the  previous  series,  and  is  shown  in  the  follow- 
iif  schedule: 


T.vblk  IL'S. — Daily  programme — Metalmlism  experimenU  Xoh.  33  and  34. 


0 a.  m 
a.  in 


0 a.  m 

5 a.  m 

15  a.  ni 


Tak»>  pulst>  and  tompomturo. 

I’ass  urine,  weiKli  selWreastHl, 
colleet  drip,  and  weijfli  id>- 
.sorlK'rs. 

Breakftuit;  drink  ISOgninis  wa- 
ter. 

BeKiii  work. 

Stop  work;  drink  200  grams  wa- 


ter. 

Stop  work. 

Take  pulse  and  temperature. 
I’a.ss  urine,  eolleet  drip,  and 
weigh  absorbers. 

Pinner:  drink  200  grams  water. 
Begin  work. 


-t.OO  p.  m 


•1.1,5  p.  m 
(1.15  p.  m 
0.20  p.  m 
fl.fiO  p.  m 
7.00  p.m 


9.00  p.  m . 

10.00  p.  m 
10.10  p.  m 
10.20  p.  m 
10.30  p. m 

1.00  a.  m . 


Stop  work;  drink  200  grams  wa- 
ter. 

Begin  work. 

Stop  work;  ehange  underclothing. 

Supi>er:  drink  1,50  grams  water. 

Trfke  inilse  and  temperature. 

I’a.ss  urine,  weigh  self-drcRsed, 
collect  drip,  and  weigh  absorb- 
ers. 

Prink  200  grama  water. 

Take  pulse  and  temperature. 

Arrange  bed. 

Prink  1,50  grams  water. 

Retire. 

Pass  urine. 


'Fable  1^9  orives  a condensed  summary  of  the  diaiy  kept  b}'  the  subr 
ct  during  the  experiment. 


Table  129. — Summary  of  the  diary — Metaholhm  experiments  Nos.  S3  and  34- 


Time. 

Weight 
of  sub- 
ject in 
under- 
clothes. 

Pulse 

rate 

per 

minute. 

Tempera- 

ture. 

Time. 

Weight 
of  sub- 
ject in 
under- 
clothes. 

Pulse 

rate 

per 

minute. 

Tempera- 

ture. 

1900. 

: 

1900. 

'■IryM-rimenl  So.  S!. 

Kgs. 

O 

Experiment  No.  Si. 

Kgs. 

0 ^ 

r.  20,  7 a.  m 

G6. 19 

66 

97.8 

64.94 

68 

97.7 

10  a.  m 

83 

10  a.  m 

102 

1 p.  m 

6.5 

97.7 

66 

97.7 

4 p.  m 

87 

4 p.  m 

97 

7 p.  m 

72 

97.8 

65. 44 

Q7  7 

10  p.  m 

62 

96.6 

10  p.  m 

69 

Q7  •> 

r.  21.  7 a.  m 

66. 36 

64 

97.8 

Apr.  27,  7 a.  m 

65.09 

65 

97.6 

10  a.  m 

88 

98 

1 p.  m 

67 

98.0 

71 

98.3 

•i  p.  m 

97 

99 

7 p.  m 

66.27 

74 

97.9 

6,5.34 

73 

97  7 

10  p.  m 

96.6 

68 

97  3 

r.  22,  7 a.  m 

6.5.83 

68 

97.7 

64.98 

07 

97.9 

10  a.  m 

96 

10  »i.  in  . . 

98 

1 p.  Ill 

68 

97.7 

97.8 

•i  p.  m 

104 

t 

7 p.  m 

6.5.69 

79 

97.7  , 

65.37 

73 

10  p.  Ill 

96.9 

69 

97.3 
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Amount  of  to</rk  done. — The  totul  immbei'  of  miles  registered  ])y 
cyclometer  and  the  heat  equivalent  of  the  work  done  each  day  art  ' ' 
shown  in  Table  180.  ‘ 


Table  130. — Record  of  work  done — Metaholmn  experiments  Nos.  S2  and  34. 


Time. 

Cyclometer 

reading. 

Number 
of  miles. 

(a) 

Actual 
duration 
of  work. 

W 

Rate. 

Heat . ■ 
equivalent*®^ 
nxbxt  ■„) 
0.2378.5  K 

1900. 

Experiment  E'o.  3i. 

Seconds. 

Ifaffa. 

Cnloriesflm 

20,  8.15  a.  m 

1,510.4 

Jl 

20,  10,15  a.  m 

1,527.2 

16.8 

7,200 

18.8 

32 

20,  12.30  p.  m 

1,546.5 

19.3 

7,200 

21.0 

36 

20,  4 p.  m 

1,562.8  c 

16.3 

7,200 

16.7 

29  V 

20,  6.15  p.  m 

1,579.1 

16.3 

7,200 

17.4 

30^'; 

Total 

68.7 

28,800 

127 

21,  10.15  a.  m 

1,599.2 

20.1 

7,200 

21.0 

X 1 

21,  12..30  p.  m 

1,626.0 

26.8 

7,200 

25.8 

44  . 

21,  4 p.  m 

1,654.0 

28.0 

7,200 

30.5 

.52  \ 

21,  6.15  p.  m 

1,681.7 

27.7 

7,200 

29.6 

51  1 

Total 

102. 6 

28,800 

i.'a 

22,  10.15  a.  m 

1,711.6 

29.9 

7,200 

36.2 

62  1 

22,  12.30  p.  m 

1,744.6 

33.0 

7,200 

47.4 

• 

81  i 

22,  4 p.  m 

1,774.5 

29.9 

7,200 

38.1 

22,  6.15  p.  m 

1,806.1 

31.6 

7,200 

40.0 

69W 

Total 

124.4 

28,800 

Total,  3 davs 

295.7 

86,400 

58^ 

... 

Exj)eriment  No.  34. 

26^  10.15  a.  m 

2, 166.9 

28.9 

7,200 

.34.3 

26,  12.30  p.  m 

2, 196.7 

29.8 

7,200 

35.4 

60&3 

26,  4 p.  m 

2,226.1 

29.4 

7,200 

34.3 

26,  6.15  p.  m 

2,254.1 

28.0 

7,200 

33.7 

.58^ 

Total 

116.1 

28,800 

23601 

27,  10.15  a.  m 

2,283.8 

29.7 

7,200 

35.7  . 

61  K 

27,  12.30  p.  m 

2,318.7 

34.9 

7,200 

36.8 

63® 

27,  4 p.  m 

2,347.5 

28.8 

7,200 

38.1 

65 

27,  6.15  p.  m 

2, 379.0 

31.5 

7,200 

38.7 

66  m 

Total 

124.9 

28,800 

2,55  < 

28,  10.15  a.  m 

2,409.6 

30.6 

7,200 

37.4 

64  ■ 

28,  12.30  p.  m 

2,441.5 

31.9 

7,200 

38.1 

65  f 

28,  4 p.  m 

2,472.6 

31.1 

7,200 

38.1 

65  1 

28,  6.15  p.  m 

2,503.8 

31.2 

7,200 

38.1 

65  1 

124.8 

28,800 

2.59  ' 

365.8 

86,400 

750 

Ill 


data  of  incovn^  and  outgo. — The  (juantitie.v  of  nutrients 
11  the  basal  ration  and  the  quantities  in  the  supplemental  rations 
or  the  two  experiments  are  shown  in  Table  131  and  the  outt»’o  of 
itter  and  ener»'V  in  the  feees  in  Table  13ii. 

abi.k  IHl.—  Weight,  composition,  and  heat  of  combustion  of  foods — Metabolism  experiments 

Nos.  32  and  84. 


Lab- 

ora- 

tory 

No. 


3205 

3200 

820-1 

3207 

3193 


3200 


3201) 


3202 


Fo4»d  materials. 

Weight 
per  day. 

Water. 

Pro- 

tein. 

Fat. 

Carbo- 

hy- 

drates. 

Nitro- 

gen. 

Car- 

bon. 

Hydro- 

gen. 

Heal 

of 

com- 

bus- 

tion. 

Grams. 

58 

Grams. 

37.4 

Grams. 

18.6 

Grams. 

1.6 

Grams. 

Grams. 

2.98 

Grams. 
10. 76 

Grams. 

1..54 

Calo- 

ries. 

120 

. ... 

Rutter 

35 

2.9 

.4 

30.7 

.07 

22. 95 

3.63 

287 

300 

113.4 

25.8 

7. 5 

149‘.  4 

4. 14 

84.81 

12.90 

861 

75 

2.8 

4.1 

,5.4 

61.2 

.66 

32.90 

5.40 

333 

75 

3.1 

9.0 

1.1 

60.4 

1.44 

32.04 

4.73 

315 

35 

35.0 

14.74 

2.27 

139 

Basal  ration,  exclu- 

,578 

1,59. 6 

,57.9 

46.3 

306. 0 

9. 29 

198. 20 

30. 47 

2,055 

EXPEKIMENT  NO.  32. 

1,020 

871.1 

41.8 

51.0 

47.9 

6. 73 

81.09 

12. 14 

923 

Total  ba.«nl  ration.. 

1,598 

1,030.7 

99.7 

97.3 

3.53.9 

16.02 

279.29 

42.61 

2, 978 

Blitter  (.supplemental 

62 

5.2 

.8 

,54.3 

.12 

40.66 

6.43 

509 

Total  ration,  1 day.. 

1,600 

1,035.9 

100.6 

151.0 

353.9 

10.14 

319.95 

49.04 

3.487 

E.XPEKIMENT  .NO.  34. 

Basal  ration,  exclu- 

578 

57.9 

46.3 

306. 0 

9.29 

198. 20 

30. 47 

2,055 

931 

Milk,  whole 

1,020 

869.0 

41.8 

,53.0 

43.9 

6. 73 

83.64 

12.34 

Total  ba.sal  ration . . 

1,598 

1,028.6 

99.7 

99.3 

349.9 

16.02 

281.84 

42. 81 

2,986 

Sugar  (supplemental 
ration) 

128 

128.0 

53.89 

8.29 

.507 

Total  ration,  1 day. . 

1,720 

1,028.0 

90.7 

99.3 

477.9 

16.02 

335.73 

51.10 

3,493 

Table  182. — Weight,  composition,  and  heat  cf  combustion  of  feces — Metabolism  expenmenls 

Nos.  32  and  34. 


Lab- 

ora- 

tory 

num- 

ber. 

. 

Weight 
of  feezes. 

- 

Water. 

Pro- 

tein. 

Fat. 

Carbo- 

hy- 

drates. 

Nitro- 

gen. 

Car- 

bon. 

Hydro- 

gen. 

Heat  of 
combus- 
tion. 

Exjirrimnit  So.  SS. 

Grams. 

Grams. 

Grams. 

Grams. 

Gravis. 

Grams. 

Grams. 

Grams. 

Calories. 

3209 

Total,  3 days 

293.3 

214.7 

22.3 

13.2 

28.2 

3.65 

37. 75 

,5. 46 

425 

Average,  1 day  ... 

97.8 

71.6 

7.4 

4.4 

9.4 

1.18 

12.  .58 

1.82 

142 

Er[)erimn>l  So.  SU. 

* 

3211 

Total,  3 days 

^ 2.55. 9 

179.9 

22. 0 

14.8 

23. 3 

3. 53 

31.70 

4.94 

377 

.Ivorage,  1 day  ... 

j 85. 3 

60.0 

7.3 

4.9 

7.8 

1.18 

11., 57 

1.65 

126 

112 


The  statistics  of  the  quantity  and  composition  of  the  urine  eliminated!! 
on  different  days  and  different  periods  of  the  day  are  shown  in  Tables' 
133  and  131.  The  statistics  of  measurements  of  carbon  dioxid  and: 
water  in  the  ventilating  air  current  for  d-hour  periods  are  given  in, 
Tables  135-137. 

Table  133. — Amount,  specific  gravity,  and  nitrogen  of  urine  hy  6-hour  periods — Metnbo-- 

lism  experiments  Nos.  32  and  34- 


Date. 

Period. 

Amount 
of  urine. 

Specific 

gravity. 

Nitrogen 

content. 

1900. 

Experiment  A'o.  SS. 

Grams. 

Per  cent. 

Grams^ 

Apr.  20-21 

7 a.  m.  to  1 p.  m 

279.6 

1.026 

1.41 

3.94  ; 

1 p.  m.  to  7 p.  m 

371.1 

1.022 

1.26 

4.68 

7 p.  m.  to  1 a.  m 

324.8 

1.018 

1.21 

3.93 

1 a.  m.  to  7 a.  m 

262. 1 

1.018 

1.28 

3.35 

Total 

1,237.6 

15. 90 

Total  by  composite 

1,237.6 

1.021 

1.28 

15.84 

21-22 

7 a.  m.  to  1 p.  m 

446.6 

1.015 

.85 

3.  .so” 

1 p.  m.  to  7 p.  m 

586.5 

1.015 

.74 

4.:i4 

7 p.  m.  to  1 a.  m 

240. 0 

1.022 

1.50 

3.60 

1 a.  m.  to  7 a.  m 

214.8 

1.021 

1.49 

3.20 

Total  i 

1,487.9 

14. 94’ 

Total  by  composite 

1,487.9 

1.018 

1.01 

15.03'^ 

22-23 

7 a.  m.  to  1 p.  m 

404.3 

1. 020 

.94 

3.80"' 

1 p.  m.  to  7 p.  m 

358.2 

1.023 

1.20 

4.30J 

7 p.  m.  to  1 a.  m 

192. 5 

1.030 

2. 02 

3.89; 

1 a.  m.  to  7 a.  m 

149.1 

1.029 

2. 15 

3.21j 

Totfll  

1,104.1 

15.20) 

Total  bv  composite 

1,104.1 

1.024 

1.39 

15.3.5) 

3,829.6 

46.041 

3,829.6 

46.22 

Experiment  So.  SI,. 

Apr.  26-27 

7 a.  m.  to  1 p.  m 

243.4 

1.027 

1.75 

4.26j 

1 p.  m.  to  7 p.  m 

271.2 

1.029 

1.83 

4.961 

7 p.  m.  to  1 a.  m 

192.7 

1.030 

2. 29 

4.41i 

1 a.  m.  to  7 a.  m 

144.1 

1.029 

2. 35 

3.39! 

851.4 

17.02 

Total  by  composite 

851.4 

1.030 

1.98 

16. 86 ' 
1 

27-28 

7 a.  m.  to  1 p.  m 

257.2 

1.024 

1.59 

4.09' 

1 p.  m.  to  7 p.  ra 

301.6 

1.027 

1.55 

4. 67 

7 p.  m.  to  1 a.  m 

200.1 

1.029 

1.93 

3.86 

1 a.  m.  to  7 a.  m 

150.1 

1.028 

2.16 

3.24 

909.0 

15.86 

Total  by  composite 

909.0 

1.026 

1.70 

1 15.45 

28-29 

7 a.  m.  to  1 p.  m 

280.4 

1.025 

1.43 

Toi 

1 p.  m.  to  7 p.  m 

3.56.3 

1.024 

1.28 

1 4.56 

7 p.  m.  to  1 a.  in 

302.5 

1.021 

1.44 

4.36 

1 a.  m.  to  7 a.  

156.2 

1.027 

1.99 

3.11 

1,095.4 

16.04 

Total  by  composite 

1.095.4 

1.024 

1.45 

1 1,5.88 

Total,  3 days,  by  periods 

2,855.8 

48.92 

Total  bv  composite 

2, 855. 8 

48.19 

Total,  9 days,  • by  composite 

9, 910. 0 

1.024 

1.46 

144.79 

• Including  3 days  of  nn  experiment  not  here  reported. 
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Table  VS4:.—Daihj  elimination  of  carbon,  hydrogen,  water,  and  energy  in  urine — Metabo- 
lism experiments  Nos.  S2  and  34- 


■ Date. 

Period.  • 

Amount 
of  urine. 

1 

1 

Carbon.  Hydrogen. 

Water. 

Heat  of  com- 
bustion. 

Per 

gram. 

Total. 

1900. 

Experiment  Ko.  S3. 

Grams. 

P.ct. 

Grams.  P.  ct. 

Grams. 

P.ct. 

Grams. 

Calorie. 

Calories. 

1,237  G 

11.35  1 

3.13 

1, 179. 7 

0. 104 

129 

1,487.9 

1 

10.67  ' 

2.95 

1,433.4 

.076 

113 

22-23 

7 a.  m.  lO  7 a.  m. . . 

1,104.1 



10.85  ! 

3.00 

1,048.7 

.105 

116 

Total,  3 days. 

3,829.6 

32.87  j 

9.08 

3,661.8 

358 

Experiment  Xo.  54. 

851.4 

12.15  

3.36 

789.4 

.154 

131 

27-28 

909.0 

11.32  

3.13 

851.2 

.137 

125 

28-29 

7 a.  m.  to  7 a.  m... 

1,095.4 

11.45  

3. 16 

1,036.9 

.112 

123 

Total,  3 days. 

2,a55.8 

34.92  

9.65 

2, 677. 5 

379 

Total,  9 days*. 

9, 910. 0 

1.05 

104. 06  0. 29 

28.74 

94. 64 

9, 378. 8 

.111 

1,090 

•Including  3 days  of  an  experiment  not  here  reported. 
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Table  135. — Comparison  of  residual  amounts  of  carbon  dioxid  and  'water  in  the  chamber 
at  the  beginning  and  end  of  each  period,  and  the  corresponding  gain  or  loss — Melabolit 
experiments  Xos.  and  34. 


Date. 

Knd  of  period. 

Carbon  dioxid. 

Water. 

Total 

amount 

in 

chamber. 

Gain  ( + ) 
or  I0S.S 
(— ) over 
preced- 
ing 

period. 

Total 
amount 
of  vapor 
remain- 
ing in 
chamber. 

Gain  (-f) 
or  loss 
(— ) over 
preced- 
ing 

period. 

Change 
in  weiglit 
of  ab- 
sorbers, » 
gain  (-1-) 
or 

I0.SS  ( — ). 

Drip 

from 

absorb- 

ers. 

Total 
amount 
gained 
( + ) or 
lost  (-) 
during 
the 

period. 

IS 

1900. 

Erperimetit  No.  S3. 

Groms. 

Grams. 

Grams. 

Gi'ams. 

Grams. 

Grams. 

Grams. 

Apr.  20 

7 a.  m 

27.0 

39.0 

20-21 

1 p.  m 

70.7 

-M3. 7 

49.0 

-HO.O 

+V27 

35. 7 

+ 172.7 

7 p.  m 

M.6 

• 6.1 

48.6 

- .4 

-1-  30 

130.0 

+ 159.6 

1 a.  m 

27.6 

-37.0 

44.5 

- 4.1 

- 55 

8.0 

- 51.1 

7 a.  m 

27.6 

43.1 

- 1.4 

- 55 

8.0 

- 48.4 

Total 

-t-  .6 

-f  4.1 

-t-  47 

181.7 

+ 232.^ 

21-22 

1 P.  m 

83.4 

-1-55.8 

»^2.3 

-f  9.2 

•M90 

94.0 

+ 293.? 

7 p.  m 

86.6 

+ 3.2 

52.6 

-h  .3 

-1-  12 

424.8 

+ 437. 1 

la.  m 

27.2 

-59.4 

46.2 

- 6.4 

- 86 

28.0 

- 64.4 

7 a.  m 

30.4 

-t-  3.2 

49.4 

-f  3.2 

- 85 

28.0 

- 53.8 

Total 

-t-  2.8 

-1-6.3 

-f  31 

574.8 

+ 612.1 

22-23 

1 p.  m 

92.5 

-t-62.1 

58.1 

-1-8.7 

-1-192 

334.8 

+ 535.5- 

7 p.  m 

86.8 

- 5.7 

.53.8 

- 4.3 

- 26 

595.0 

+ 564.7 

1 a.  m 

28.5 

-58.3 

49.6 

- 4.2 

- 70 

40.0 

- 34.2 

7 a.  m 

27.0 

- 1.5 

46.7 

- 2.9 

- 70 

40.0 

- 32. 9 

Total 

- 3.4 

- 2.7 

-f  26 

1,009.8 

+ 1,033.1 

Expcrimcnl  No.  SI,. 

Apr.  26 

26.0 

46.0 

26-27 

Ip.  m 

81.3 

-t-55.3 

54.9 

+ 8.9 

+184 

231.5 

+ 424.4 

7 p.  m 

78.3 

- 3.0 

53.4 

- 1.5 

- 19 

433.2 

+ 412.7 

la.  m 

28.1 

-50.2 

47.9 

- 5.5 

- 72 

11.0 

- 66.5 

7 a.  m 

26.2 

- 1.9 

46.2 

- 1.7 

- 71 

11.0 

- 61.7 

Total 

-1-  .2 

-1-  .2 

+ 22 

686.7 

+ 708.9 

27-28 

Ip.  m 

82.1 

-f55.9 

54.7 

-1-  8.5 

+155 

247.2 

+ 410.7 

7p.  m 

74.5 

- 7.6 

53.0 

- 1.7 

- 6 

461.8 

+ 454.1 

la.  m 

25.3 

-49.2 

44.5 

- 8.5 

- 84 

18.0 

— 74.5 

7 a.  m 

25.8 

+ .5 

45.0 

-f  .5 

- 84 

18.0 

- 65.5 

Total 

- .4 

- 1.2 

- 19 

745.0 

+ 724. 8 

28-29 

Ip.  m 

81.9 

-1-56.1 

53.6 

-f  8.6 

+177 

215.6 

+ 401.2 

7 p.  m 

78.1 

- 3.8 

52.4 

- 1.2 

- 7 

456.3 

+ 448.1 

la.  m 

26.0 

-52.1 

46.4 

- 6.0 

- 78 

13.0 

- 71.0 

7 a.  m 

25.1 

- .9 

43.5 

- 2.9 

- 78 

13.0 

- 67. 9 

Total 

— .7 

- 1.6 

+ 14 

697.9 

+ 710.4 

•Absorbers  were  not  weighed  between  7 p.  m.  and  7 a.  m.  The  change  in  the  weight  during  this 
time  is  divided  equally  between  the  two  periods. 
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t! 

I Table  IS6.— Record  of  carbon  dio.vid  in  ventilating  air  cnrnmt— Metabolism  experiments 
i!  Kos.  3^  and  34- 


t 

> 

f 

1 ^ Date. 

Period. 

Ventilation  (num-  ^ 
ber  of  liters  of  "S' 
air). 

In  incoming 
uir. 

j In  outgoing 

air.  § 

1 cr 

on  dio.x 

(C) 

cfl  ta 
03  C 

O.g 

H 

Correction  for  ^ 

amount  re-  q 
maining  in  O 
chamber. 

Corrected 
amount  ex-  g- 
haledbysub-  2- 
ject,  e-f-/. 

{h) 

ctT 

box 

■p" 

a 

o c. 
o c> 

d>) 

u 

o 

o 

(0 

Cv 

4^  X 
o e 
H 

i im 

Experiment  Xo.  SS. 

Liters. 

Mg. 

drams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Apr.  iO-'’! 

7 a.m.  to  1 p.  m.. 

25,652 

0.559 

14.3 

350.9 

336.6 

-1-43.7 

380.3 

103.7 

1 

1 p.m.  to  7 p.m.. 

26,430 

.620 

16.4 

393.9 

377.5 

- 6.1 

371.4 

101.3 

7 p.m.  to  1 a.m.. 

27, 985 

.608 

17.0 

243.9 

226.9 

-37.0 

189.9 

51.8 

1 a.m.  to  7 a.m.. 

27,208 

.675 

18.4 

157.1 

138.7 

138.7 

37.8 

Total 

107,275 

66.1 

1, 145. 8 

1,079.7 

+ . 6 

1,080.3 

294.6 

21-22 

7 a. m.  to  1 p.m.. 

25,952 

. 675 

17.5 

885.1 

367.6 

-1-55.8 

423.4 

116.4 

1 p.m.  to  7 p.m.. 

25, 952 

.640 

16.6 

472.8 

456.2 

H-  3.2 

459.4 

125.3 

7 p.m.  to  1 a.m.. 

26, 430 

.583 

15.4 

257.2 

241.8 

-59.4 

182.4 

46.7 

1 a.m.  to  7 a.m.. 

27, 208 

.614 

16.7 

158.3 

141.6 

-f  3.2 

144.8 

39.5 

Total 

1C5, 542 

66.2 

1, 273. 4 

1,207.2 

-f  2.8 

1, 210. 0 

329.9 

22-23 

7 a.m.  to  1 p.m.. 

26, 730 

.590 

15.8 

439.9 

424.1 

-t-62.1 

486.2 

132.6 

1 p.m.  to  7 p.m.. 

25,952 

.599 

15.6 

499.6 

484.1 

- 5.7 

478.4 

130.4 

7 p.m.  to  1 a.m.. 

26,430 

.699 

15.8 

267.7 

251.9 

-58. 3 

193.6 

62.8 

1 a.m.  to  7 a.m.. 

27, 208 

.601 

16.3 

151.9 

135.6 

- 1.5 

134.1 

36.6 

Total  ....... 

106, 320 

63.4 

1,359.1 

1,295.7 

- 3.4 

1, 292. 3 

352.4 

Total,  3 day.s 

319, 137 

195.7 

3, 778. 3 

3, 582. 6 

0 

3, 582. 6 

976.9 

Experiment  Xo.  34. 

Apr.  26-27 

7 a.m.  to  1 p.m.. 

26,730 

.582 

15.6' 

418.1 

402.6 

4-55.3 

457.8 

124.8 

1 p.m.  to  7 p.m.. 

27,508 

.578 

15.9 

483.8 

467.9 

- 3.0 

464.9 

126.8 

7 p.m.  to  1 a.m.. 

27,208 

.575 

15.6 

252.4 

236.8 

-50.2 

186.6 

50.9 

1 a.  m.  to  7 a.  m, . 

27,208 

.620 

16.9 

150.7 

133.8 

- 1.9 

131.9 

36.0 

Total 

108,654 

64.0 

1,305.0 

1,241.0 

4-  .2 

1, 241. 2 

338.5 

27-28 

7 a.m.  to  1 p.m.. 

28, 285 

.568 

16.1 

440.0 

423.9 

4-55.9 

479.8 

130.9 

1 p.m.  to  7 p.m.. 

27,507 

.582 

16.0 

499.0 

483.0 

- 7.6 

475.4 

129.7 

7 p.m.  to  1 a.m.. 

29,540 

.580 

17.1 

262.0 

244.9 

-49.2 

195.7 

63.3 

1 a.  m.  to  7 a.  m.. 

28,762 

.587 

16.9 

152.1 

135.2 

' 4-  .5 

135.7 

37.0 

Total 

114,094 

66.1 

1,353.1 

1,287.0 

- .4 

1,286.6 

350.9 

28-29 

7 a.m.  to  1 p.m.. 

27, 985 

.561 

15.7 

434.5 

418.8 

4-56.1 

474.  9 

129.6 

■ 

1 p.m.  to  7 p.m.. 

27,985 

.553 

15.5 

498.0 

482. 5 

- 3.8 

478.7 

130.6 

7 p.m.  to  1 a.m.. 

28, 762 

.593 

17.1 

256. 7 

239.  C 

-52.1 

187.6 

51.1 

1 a.  m.  to  7 a.  m . 

29, 540 

.632 

18.7 

160.5 

131.8 

- .9 

130.9 

35.7 

Total 

114,272 

67.0 

1, 339. 7 

1,272.7 

- .7 

1,272.0 

346.9 

Total,  3 days 

337,020 

197.1 

3, 997. 8 

3,800.7 

- .9 

3, 799. 8 

1,036.3 

IIG 


Table  137. — Record  of  wetter  in  rentilating  air  cnrreiii— Metabolism  experiments  Nos.  32  • 

and  34- 


Date. 

Period. 

(n) 

< 

s ® 

c2 

c 

’•S 

> 

Water  in 
incoming  air. 

Water  In  outgoing  air. 

Total  c.vcesa  water  ^ ' 
in  outgoing  air, 

f-e.  ^ 

Correction  for  wa-  ^ 
ter  remaining  in  ^ 
chamber. 

Total  water  of  res- 
piration and  per-  3 
spiration,  g+h. 

Per  liter.  ^ 

(C) 

•O 

X 

e 

1 

o 

H 

Amount  eon-  ^ 
den.sed  in  a 
freezers. 

(e) 

0'S  2 

e-  K 

^ C N 

C'C  ^ 

2 ® C3 

S «-S 

Total,  d+e.  C| 

1900. 

Experiment  Xo.  S2. 

Liters. 

Mgs. 

Grams. 

Grants. 

Grams. 

Grams. 

Grams. 

Grams. 

-9 

Gram8»^ 

Apr.  20-21 

7 a.  m.  to  1 p.  in. . 

25,652 

0.999 

25.6 

207.8 

45.0 

253.4 

227.8 

4-172.7 

400.5 

1 p.  m.  to 7 p.m.. 

26,430 

.972 

25.7 

225.6 

43.3 

268.9 

243.2 

4-159. 6 

402.8  • 

7 p.  in.to  1a.m.. 

27,985 

.936 

26.2 

229.6 

44.6 

274.2 

248.0 

- 51.1 

196. 9 ■ 

1a.m.  to  7 a.  m.. 

27,208 

.859 

23.4 

231.0 

37.5 

268.5 

245.1 

- 48.4 

196.7^ 

Total 

107.275 

100.9 

894.0 

171.0 

1,005.0 

904.1 

4-232.8 

1,196.^ 

21-22 

7 a. m.to  1 p.m.. 

25, 952 

l.Ml 

27.0 

222.4 

40.7 

269.1 

242.1 

4-293.2 

535.31 

1 p.m.  to  7 p.m.. 

25, 9.52 

1.000 

27.5 

213.4 

51.8 

265.2 

237. 7 

4-437. 1 

674. 8J 

7 p.m. to  1 a. m.. 

26,430 

.886 

23.4 

241.2 

44.2 

285.4 

202.0 

- 61.4 

197. 6j 

1 a.  m.  to  7 a.m.. 

27,208 

1.818 

22.2 

240.2 

38.5 

278.7 

250.5 

- 53.8 

202. 7j 

Total 

105,542  1 

100.1 

917.2 

181.2 

1,098.4 

998.3 

4-612. 1 

l,610..y 

22-23 

7 a. m.to  1 p.m.. 

26,730 

1.085 

29.0 

252.0 

48.6 

300.5 

271.5 

-t-635. 5 

807. 6] 

1 p.m.  to  7p.m.. 

25,952 

1.169 

30.3 

260.1 

40.8 

300.9 

276.0 

4-504.7 

841.31 

7 p. m.  to  1 a.m.. 

26, 430 

1.022 

27.0 

241.7 

42.0 

283.7 

250. 7 

- 34.2 

222. 5J 

1 a. m.to  7 a.m.. 

27,208 

.879 

23.9 

241.0 

39.3 

280.3 

256.4 

- 32.9 

223.  y 

Total 

106, 320 

110.2 

994.8 

176.0 

1,171.4 

1,001.2 

4-1,033.1 

2,094.3J 

Total,3day.s 

319, 137 

311.2 

2, 800. 0 

528.8 

3,334.8 

3,023.0 

1,878.0 

4, 901.6] 

Experiment  Xo.  S4. 

Apr.  26-27 

7 a.m.tolp.m.. 

26, 730 

.910 

24.3 

248. 2 

44.4 

292.0 

208.3 

4-424. 4 

692. 7 J 

1 p.m.  to  7p.m.. 

27,508 

.973 

26.8 

261.6 

40.0 

307.6 

280.8 

4-412.7 

693. 5j 

7 p.  m.  to  1 a.  m.. 

27,208 

.859 

23.4 

239.3 

40.6 

279.9 

256.5 

- 06.5 

190.  OJ 

• 

1 a.m.  to  7 a.m.. 

27,208 

.776 

21.1 

246.8 

35.0 

282.4 

261.3 

- 01.7 

199.6] 

Total 

108,654 

95.6 

995.9 

160.6 

1,162.5 

1,066.9 

4-708.9 

1, 775. 8j 

27-28 

7 a.  m.  to  1 p.  m. . 

28,285 

.938 

20.5 

250.2 

45.0 

295.8 

269.3 

4-410.7 

1 p.m.  to  7 p.m.. 

27,507 

1.004 

27.0 

271.4 

42.5 

313.9 

286.3 

4-454.1 

740. 4J 

7 p.m.  to  1 a.m.. 

29,540 

.827 

24.4 

254.0 

40.1 

300.1 

275.  7 

— 7-1.5 

201. 2j 

1 a.m.  to  7 a. m.. 

28, 762 

.764 

22.0 

250.6 

39.6 

290.2 

208.2 

- 05.5 

202. 7j 

Total 

114, 094 

! 100.5 

1,026.2 

173.8 

1,200.0 

1,099.5 

4-724. 8 

l,824.y 

28-29 

7 a.  m.  to  1 p.  m.. 

27,985 

.927 

25.9 

253.5 

40.7 

300.2 

274.3 

4-401.2 

075.  oJ 

1 p.  m.  to  7 p.  m.. 

27,985 

1.031 

28.8 

209.0 

40.3 

315.^ 

280.5 

4-448. 1 

734. 6j 

7 p.  m.  to  1 a.  m.. 

28, 762 

.904 

26.0 

246.0 

45.9 

291.9 

205.9 

- 71.0 

194.9] 

1 a.  m.to  7 a.m.. 

29,540 

.828 

24.4 

253.3 

41.0 

294.9 

270. 5 

- 07.9 

202. 6j 

Total 

114,272 

105.1 

1,021.8 

180.5 

1,202.3 

1,097.2 

4-710. 4 

l,807.0j 

Total,  3days 

337, 020 

301.2 

3,043.9 

.520. 9 

.3,664.8 

3,263.0 

2.144.1 

6, 407. 7| 
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Table  13S  shows  the  amount  of  heat  o-iven  off  during  the  successive 
C-hour  periods  of  the  two  experiments. 

Tablk  138. — Summary  of  calorimetric  measurements — Metabolism  experiments  Nos.  32 

and  34- 


Date. 

Period. 

(«) 

Heat 
measured 
in  terms 
of  Coo- 

(ft) 

Change 
of  tem- 
perature 
of  calo- 
rimeter. 

(^) 

Capacity 
correc- 
tion of 
calorime- 
ter, 5x60. 

(rf) 

Correc- 
tion due 
to  tem- 
perature 
of  food 
and 

dishes'. 

(e) 

Water  va- 
porized 
equals 
total 
amount 
exhaled 
less 

amount 
condens- 
ed in 
chamber. 

(/) 

Heat 
used  in 
vaporiza- 
tion of 
water, 
cxO.592. 

(0) 

Total 

heat 

deter- 

mined, 

a+c+d 

+/• 

1900. 

Expermatt  Xo.  SS. 

Calories. 

Degree. 

Calories. 

Calorics. 

Gi-ams. 

Calories. 

Calories. 

Apr.  20-21 

7 a.m.  to  1 p.  m... 

979.0 

-fO.  14 

-f  8.4 

- 1.3 

237.8 

140.8 

1,126.9 

1p.m.  to  7 p.m... 

968.3 

-f  .16 

-t-  9.6 

- 8.7 

242.8 

143.7 

1,112.9 

444  4 

+ 4.0 

243.9 

144.4 

592.8 

la. m.to  7 a.m... 

274.6 

-h  .02 

-t-  1.2 

243.7 

144.3 

420.1 

Total 

2, 666.  3 

-f  .32 

-fl9.2 

- 6.0 

968. 2 

573.2 

3,252.7 

21-22 

7a. m.to  1 p.m... 

1,076.6 

+ .04 

-!-  2.4 

_ 2 

251.3 

148.8 

1,227.6 

Ip. m.to  7 p. ih... 

1,204.1 

-1-  .02 

-f  1.2 

-10.6 

238.0 

140.9 

1,335.6 

427.0 

+ 4.0 

' 255.6 

151.3 

582.3 

la. m.to  7 a.m... 

251.7 

-1-  .01 

-f  .6 

259.7 

153.7 

406.0 

Total 

2,959.4 

-1-  .07 

-f  4.2 

- 6.8 

1,004.6 

594.7 

3,551.5 

22-23 

7 a.m.  to  1 p.m... 

1,276.9 

- .03 

- 1.8 

— 1.5 

280.2 

165.9 

1, 439.5 

1p.m.  to  7 p.m... 

1,299.5. 

-1-  .03 

•f  1.8 

-14.7 

272.3 

161.2 

1,447.8 

+ 3.8 

252.5 

149.5 

608.3 

1a.m.  to  7 a.m... 

243.8 

253. 5 

150.1 

393.9 

Total 

3, 275. 2 

-12.4 

1,058.5 

626.7 

3, 889. 5 

Total,  3 days 

8,900.9 

+23.4 

-25.2 

3,031.3 

1, 794. 6 

10,693.7 

Experiment  Xo.  S4. 

Apr.  26-27 

7 a.  m.  to  1 p.  m... 

1,159.4 

- .07 

- 4.2 

- .6 

277.2 

164.1 

1,318.7 

1 p.  m.  to  7 p.  m. . . 

1,151.8 

-10.9 

279.3 

165.3 

1, 306. 2 

7p.  m.  to  1 a.  m... 

408.0 

+ 3.8 

251.0 

148.6 

560.4 

la. m.to  7 a.m... 

229.5 

259.6 

153.7 

383.2 

Total 

2,948.7 

- .07 

- 4.2 

— 7.  7 

1,067.1 

631.7 

3, 568. 5 

27-28 

7 a.  m.to  1 p.m... 

1,158.9 

- .06 

- 3.6 

- 1.0 

277.8 

164.4 

1,318.8 

1 p.m.  to  7 p.m... 

1,20.5.8 

- .05 

- 3.0 

- 4.4 

284.6 

168.5 

1,366.8 

7 p.  m.  lo  1 a.  m . . . 

396.6 

+ 4.7 

267.2 

158. 2 

1 a.m.  to  7 a.m... 

228.6 

268.7 

159.1 

387.7 

Total 

2, 989. 9 

- .11 

- 6.6 

— . 7 

1,098.3 

650.2 

3, 632.8 

28-29 

7 a.m.  to  1 p.m... 

1,158.2 

- .01 

- .6 

+ .7 

282. 9 

167. 4 

1,325.7 

1 p.m. to  7 p.m... 

1,171.8 

-f  .01 

+ .6 

-12.1 

285. 3 

168.9 

1, 329. 2 

7p.  m.to  1 a.m... 

392.0 

- .01 

- .6 

2.59.  9 

153.9 

545.3 

la. m.to  7 a.m... 

202. 1 

267. 6 

158.4 

360.5 

Totai 

2, 924. 1 

- .01 

- .6 

-11.4 

1,095.7 

648.6 

3,560.7 

Total,  3 days 

8, 862. 7 

' -11.4 

-19.8 

3,261.1 

1,930.5 

10, 762. 0 

‘Including  correction  for  4.8  calories  introduced  during  each  day  period  by  the  electric  current 
used  to  magnetize  the  fields  of  the  dynamo. 
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Balance  of  income  and  outgo  (f  matter  and  energy. — From  the  px*e- 
cedino-  stuti.stics  the  income  and  out«‘o  of  nitrogen,  carhon,  hydrogen, 
and  energy  on  the  different  day.s  of  the  two  experiments  are  computed, 
and  the  results  are  shown  in  Tables  139-142. 

Tablk  139. — Incoma  mid  onlc/o  of  nUrogm  mid  carhon — Metabolism  experiments  Nos.  33 

and  34- 


Date. 

Nitrogen. 

Carbon. 

(a) 

In 

food. 

W 

In 

feees. 

iC) 

In 

urine." 

(d) 
Gain 
( + )or 
loss 

(-).fi- 

(b+c). 

(b 

In 

food. 

(/) 

In 

feces. 

io) 

In 

urine. 

(h) 

In 

respira- 

tory 

prod- 

ucts. 

Gam 
,(  + ) or 
loss(-), 

9+h). 

1900. 

Jixpcrimnil  Xo.  32. 

GraviK. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Apr.  20-21,7  a.  m.  to  7 a.m... 

16.1 

1.2 

16.3 

-1.4 

320.0 

12.0 

11.3 

294.6 

+ 1.5 

21-22, 7 a.  m.  to  7 a.  m . . . 

16.2 

1.2 

15.3 

- .3 

320.0 

12. 0 

10.7 

329.9 

-33.2 

22-23, 7 a.  m.  to  7a.m... 

16.1 

1.2 

15.6 

— . 7 

320. 0 

12.0 

10.9 

3.52. 4 

—55.9 

Total,  3 davs 

48.4 

3.6 

47.2 

-2.4 

900.0 

37.8 

32.9 

976.9 

-87. 6 

.Average,  1 day 

16.1 

1.2 

1.5.7 

- .8 

320. 0 

12. 0 

11.0 

325. 6 

—29. 2 

Experiment  Xo.  34. 

9 

Apr.  20-27, 7 a.  m.  to  7 a.  m . . . 

16.0 

1.2 

17.4 

-2. 0 

335.7 

11.0 

12.2 

338.5 

-26. 6 

27-28, 7 a.  m.  to  7 a.  m. . . 

16. 0 

1.2 

16.3 

—1.5 

335.8 

11.5 

11.3 

350.9 

-37.9 

28-29, 7 a.  m.  to  7 a.  m . . . 

16.0 

1.2 

10. 4 

-1.6 

335.7 

11.6 

11.4 

346.9 

-34.2 

Total,  3 days 

48.0 

3.  (> 

50.1 

—5. 7 

1,007.2 

34.7 

34.9 

1,036.3 

-98.7 

Average,  1 day 

10. 0 

1.2 

16.7 

-1.9 

335.  7 

11.0 

11.6 

345.4 

-32.9 

•Including  nitrogen  in  perspiration,  amounting  to  O.-l  gram  per  day. 


Table  140. — Income,  and  outgo  of  water  and  hgdrogen — Metabolism  experiments  Nos.  33 

and  34- 


Water. 

Date. 

(n) 

In  food. 

ib) 

In  drink. 

(0 

In  feces. 

(d) 

In  urine. 

(e) 

In 

respira- 
tion prod- 
ucts. 

(/) 

Appar- 
ent loss, 
n-l-6— 
(c4-d-(-e). 

1900. 

Experiment  Xo.  Si. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams,. 

Apr.  20-21,  7 a.  m.  to  7 a.  m 

1,035.9 

1,250 

71.6 

1,179.7 

1,196.9 

162.3 

21-22,  7 a.  m.  to  7 a.  m 

1,035.9 

1,250 

71.5 

1,433.4 

1,610.4 

829.4 

22-23,  7 a.  m.  to  7 a.  Ill 

1,035.9 

1,250 

71.6 

1,048.7 

2,094.3 

928.7 

214.7 

3,661.8 

4,901.6 

1,920.4 

Average,  1 day 

1,035.9 

1,250 

71.6 

1,220.6 

1,633.8 

640.1 

Experiment  Xo.  3/,. 

Apr.  26-27,  7 a.  m.  to  7 a.  Ill 

1,028.6 

1,2.50 

60.0 

789.4 

1,775.8 

346.6 

27-28,  7 a.  m.  to  7 a.  m 

1,028.6 

1,250 

59.9 

851.2 

1,824.3 

456. 8 

28-29,  7 a.  m.  to  7 a.  m 

1,028.6 

1,250 

60.0 

1,036.9 

1,807.6 

02.5.9 

Total,  3 days 

3, 085. 8 

3,750 

179.9 

2,677.5 

5,407.7 

1,429.3 

Average,  1 day 

1,028.6 

1,250 

60.0 

892.5 

1,802.5 

476. 4 
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Table  140. — Income  and  outgo  of  water  and  hydrogen — Metaholiurn  e.eperiments  I^ios.  32 

and  34 — Continued. 


Hyrlrogen. 


Date. 

UD 

In  food. 

W 

In  feces. 

(0 

In  nrine. 

(1) 

Appar- 
ent gain, 
£r-(/i-t-z). 

(m) 

Lo.ss 

from 

water, 

Z-^9. 

(n) 

Total 
gain  (-1-) 
or 

loss  (— ), 
l+m. 

1900. 

Exiierimait  No.  33. 

Grams. 

49.0 

Grams. 

1.8 

Grams. 

3.1 

Grams. 
i-  a4.  1 

Grams. 
- 18.0 

Grams. 

+26.1 

49.0 

1.8 

3.0 

-f  44.2 

- 92.2 

-48.0 

49.0 

1.8 

3.0 

+ 44.2 

-103. 2 

-59.0 

147.0 

5.4 

9.1 

-f  132. 5 

-213. 4 

-80.9 

49.0 

1.8 

3.0 

-f  44.2 

- 71.1 

-26. 9 

Experiment  No.  Sh. 

51. 1 

1.7 

3.4 

-1-  46.0 

- 38.5 

-H  7.5 
- 4.4 

27-28, 7 a.  ni.  to  7 a.  m 

51.1 

1.6 

3.1 

-t-  46.4 

- ,50.8 

28-29, 7 a.  m.  to  7 a.  m 

51.1 

1.7 

3.2 

-t-  46.2 

- 69,5 

-23.3 

Total,  3 (lavs i 

153.3 

5.0 

9.7 

-1-138. 6 
+ 46.2 

-158.8 

-20.2 

Average,  1 day 

.51.1 

1.7 

3.2 

- 52.9 

- 6.7 

Table  141. — Gain  or  loss  of  protein  (iV  X6.25),  fat,  and.  water — Metabolism  experiments 

Nos.  32  and  34. 


Date. 

(a) 

Nitrogen 

gained 

,(+)  or 

lost  ( — ). 

(6) 

Protein 
gained 
( + ) or 
lost  ( — ), 
ax6.25. 

(fi) 

Total 
carbon 
gained 
( + ) or 
lost  ( — ). 

id) 

Carbon 
in  pro- 
tein 
gained 
(.  + ) or 
lost  (— ), 
6x0.53. 

(e) 

Carbon, 
in  fat 
etc., 
gained 
(-f ) or 
lost(-), 
c-d. 

(/) 

Fat 

gained 
( + ) or 
lost  (— ), 
e-HO.761. 

1900. 

Experiment  No.  S3. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

A]ir.  20-21,  7 a.  m.  to  7 a.  m 

-1.4 

- 8.7 

+ 1.5 

- 4.6 

+ 6.1 

+ 8.0 

21-22,  7 a.  111.  to  7 a.  m 

- .3 

- 1.9 

-33.2 

- 1.0 

-32.2 

- 42.3 

22-23,  7 a.  m.  to  7 a.  m 

— ,7 

- 4.4 

-55.9 

- 2.3 

-53.6 

- 70.4 

Total,  3 davs 

-2.4 

-15.0 

-87.6 

- 7.9 

-79.7 

-104.7 

.Average,  1 day 

- .8 

- 5.0 

-29.2 

- 2.6 

-26.6 

- 34.9 

Experiment  No.  34. 

Apr.  20-27,  7 a.  m.  to  7 a.  m 

-2.6 

-16.3 

-26. 6 

- 8.6 

-18.0 

- 23.7 

27-28,  7 a.  m.  to  7 a.  m 

— 1.5 

'-  9.4 

-37.9 

- 5.0 

-32.9 

- 43.2 

28-29,  7 a.  m.  to  7 a.  in 

-1.6 

-10.0 

-34.2 

- 5.3 

-28.9 

- 38.0 

Total,  3 davs 

-5.7 

■ -35.7 

-98.7 

-18.9 

-79.8 

-104.9 

-Average,  1 dav 

-1.9 

-11.9 

-32.9 

- 6.3 

-26.6 

- 35.0 
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Table  141.— Goin  or  loss  of  protein  {N  X6.es),  fat,  mid  water— Metabolism 

Mos,  32  and  34 — Continued. 


experiments 


Date. 

(17) 

Total 
hydrogen 
gained  (+) 
or  lost  (— ). 

(h) 

Hydrogen 
in  protein 
gained  (+) 
or  lost  (— ), 
5x0.07. 

(i) 

Hydrogen 
in  fat 

gained  (+) 
or  lost  (— ), 
/xO.118. 

Hyiirogen 
in  water, 
etc.,  gained 
( + ) or  lost 
(-).17  - 
(h+i). 

(1) 

Water 
gained  (+) 
or  lost  (— ), 
/-•X9. 

1900. 

Expcrhnail  No.  5f. 

Grams. 

Grams. 

Grams. 

Grams. 

Grams. 

Apr.  20-21,  7 n.  in.  to  7 a.  m 

+26.1 

-0.6 

+ 0.9 

+25.8 

+232.2 

21-22,  7 a.  m.  to  7 a.  m 

-48.0 

- .1 

— 5.0 

-42.9 

-386.1 

22-23,  7 a.  m.  to  7 a.  m 

-59. 0 

- .3 

- 8.3 

-50.4 

-453.6 

Total,  3 davs 

-80.9 

-1.0 

-12.4 

-67.5 

—607. 5 

Average,  1 dav 

-26.9 

- .3 

- 4.1 

-22. 5 

-202.5 

Experimait  No.  Si. 

Apr.  20-27,  7 a.  m.  to  7 a.  m 

+ 7.5 

-1.1 

- 2.8 

+11.4 

+102.6 

27-28,  7 a.  m.  to  7 a.  m 

- 4.4 

- .7 

- 5.1 

+ 1.4 

+ 12.6 

28-29,  7 a.  m.  to  7 a.  m 

-23.3 

- .7 

- 4.5 

-18.1 

-162.9 

Total,  3 davs 

-20.2 

-2.5 

-12.4 

- 5.3 

— 47.7 

Average,  1 day 

— 6. 7 

- .8 

- 4.1 

- 1.8 

- 15.9 

T.A.BLE  142. — Income  and  outgo  of  energy — Metabolism  experiments  Nos.  32  and  34. 


Date. 

(a) 

Heat  of 
com- 
bustion 
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Heat 
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/14-/. 

1900. 

Experiment  No.  SS. 

Calo- 
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Calo- 

ries. 

Calo- 
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Calo- 
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Calo- 
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Calo- 

ries. 

Per  ct. 

Apr.  20-21, 7 a.m.  to  7 a.m. . . 

3,487 

142 

129 

- 35 

+ 77 

3,174 

3,253 

+ 79 

+2.5 

21-22,7  a.m.  to  7 a.m... 

3,487 
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113 
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- 404 

3,634 
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— 43 
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- 26 
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- 333 
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- .2 
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Apr.  20-21, ~ a.m.  to  7 a.m... 

3, 493 

126 

131 

- 79 

— 226 

3,541 

3,568 

+ 27 

+ .7 

27-28,7  a.m.  to  7 a.m... 

3,493 

125 
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- 413 

3,696 

3,633 

- 63 

-1.7 
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3,493 

126 
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- 43 

- 363 

3,650 

3,561 

- 89 

-2.4 

10,479 

3,493 

377 

379 

—162 

-1,002 
- 334 

10,887 

3,629 

10,762 

3,587 

-125 

Average,  1 dav 

126 

126 

- 54 

- 42 

-1.1 

121 


SUMMARY  AND  RESULTS  OF  THE  EXPERIMENTS. 

SCOPE  or  THE  INVESTIGATIONS. 

of  experimei^ts  and  expey'i'in&tital  days.  Between  Febiuaiy, 
1896.  and  April,  1900,  inclusive,  34  experiments,  covering-  a period  of 
114  days,  were  made  with  the  respiration  calorimeter. 

The  lirst  four  of  these,  covering  a period  of  21  days,  were  desig- 
nated as  experiments  Nos.  1-4,  and  the  results  were  published^  in  a 
previous  bulletin.  “ Nine  of  the  12  days  covered  by  experiment  No.  4, 
however,  realh^  comprised  three  separate  experiments,  distinguished 
from  one  another  Iw  difference  in  occupation  of  the  subject;  these,  for 
convenience,  may  be  designated  as  4a,  4b,  and  4c.  In  all  these 
experiments  (Nos.  1— 4c)  the  income  and  outg'o  of  nitrogen  and  caibon 
and  the  income  of  energy  were  determined,  but  the  heat  given  off' 
from  the  bod}’’  was  not  measured.  Since  they  show  onlj^  the  bal- 
ance of  income  and  outgo  of  matter,  including  the  material  excreted 
in  the  breath,  they  are  termed  “respiration”  experiments. 

The  results  of  six  other  experiments.  Nos.  5-10,  covering  a period 
of  24  days,  have  also  been  published.'^  In  these,  and  all  later  experi- 
ments, the  balance  of  income  and  outgo  of  nitrogen,  carbon,  hydrogen, 
and  energy  was  determined,  and  they  are,  therefore,  termed  “respira- 
tion calorimeter”  or  “metabolism”  experiments. 

Of  the  remaining  24  experiments,  13,  covering  a period  of  41  days, 
are  reported  in  detail  in  the  present  bulletin;  the  results  of  the  other 
11  experiments,  covering  a period  of  28  da}'S,  and  belonging  to  another 
investigation,  are  reported  elsewhere. “ 

Accordingly,  the  total  number  of  respiration  calorimeter  experi- 
ments thus  far  decribed,  including  those  in  the  present  report,  is  30, 
covering  93  days.  Besides  these,  14  experiments,  covering  41  days, 
made  in  the  winter  and  spring  of  1900-1901,  are  now  completed  and 
nearly  ready  for  publication,  thus  making  44  experiments.  Nos.  4-48, 
covering  134  da}"s,  in  which  the  balance  of  nitrogen,  carbon,  hydro- 
gen, and  energy  has  been  directly  measured.  Adding  the  respiration 
experiments,  included  in  Nos.  l-4c  and  covering  21  days,  we  have  48 
experiments,  covering  155  days,  in  which  the  balance  of  nitrogen  and 
carbon  was  determined. 

Kach  metabolism  experiment,  or  series  of  experiments,  was  imme- 
diatel}^  preceded  by  a digestion  experiment  of  several  days’  duration, 
in  which  the  subject  had  the  same  diet  as  in  the  metabolism  experi- 
ment, the  purpose  being  to  bring  the  bod}^  into  approximate  nitrogen 

*U.  S.  Dept.  Agr.,  Office  of  Experiment  Stations  Bnl.  44. 

U.  S.  Dept.  Agr.,  Office  of  Experiment  Stations  Buis.  63  and  69. 
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and  carbon  equilibrium  l)ofore  the  be.t>-inning  ot  the  inetal)olisni  experi- 
ment proper,  and  at  the  same  time  to  secure  a more  nearly  accurate 
measure  of  the  digestibility  of  the  food.  It  is  almost  impossible  to 
obtain  exact  nitrogen  equilibrium  since  physiological  factors,  little 
understood  and  not  easily  controlled,  cause  more  or  less  fluctuation  in 
the  elimination  of  nitrogen,  even  when  the  amount  in  the  diet  is 
uniform.  These  preliminary  digestion  experiments  were  generally 
of  4 da3"s’  duration.  Experiments  Nos.  1-4,  however,  were  both  pre- 
ceded and  followed  bv  digestion  periods  of  3 da_ys,  while  some  later 
experiments  were  preceded  b}'  periods  more  or  less  than  4 days.  In 
these  preliminaiw  digestion  experiments  the  income  and  outgo  of  nitro- 
gen were  determined,  so  that  the  nitrogen  metabolism  was  measured,  f'l 
and  in  this  sense  they  are  metabolism  experiments,  although  they  arc^ 
not  here  so  designated.  There  were  altogether  44  digestion  and  nitro-j 
gen  metabolism  experiments  which  accompanied  or  made  a part  of  the 
34  experiments  with  the  respiration  calorimeter.  They  covered  201; 
da3’s.  Onl3"  a small  number  of  the  results  of  these  digestion  experi 
ments,  viz,  those  belonging  to  respiration  experiments  Nos.  1-4,  have 
3'et  been  published. 

Questions  studied.- — Although  the  larger  part  of  the  seven  3^ears’ 
work  in  connection  with  the  respiiation  calorimeter  in  this  laboratory 
has  been  devoted  to  the  developing  and  perfecting  of  apparatus  and 
experimental  methods,  3"et  during  the  progress  of  the  inquiry  a mass 
of  data  has  accumulated  and  results  bearing  upon  a variet3^  of  ques- 
tions have  been  obtained.  A proper  discussion  of  the  results  would 
include  a consideration  of  the  following  and  other  topics:  (1)  The 
kinds,  amounts,  and  digestibility  of  the  food;  (2)  the  quantity  and 
composition  of  the  excretoiy  products;  (3)  the  daih"  elimination  of 
Avater,  carbon  dioxid,  and  heat,  and  the  rates  of  elimination  at  different 
periods  of  the  da3"  and  under  different  conditions;  (4)  the  kinds  and 
amounts  of  material  actuall3'  oxidized  1>3'  the  different  subjects  under 
different  conditions  of  rest  and  work;  (5)  the  estimated  amounts  of 
ox3^gen  used  and  the  estimated  respiratoiy  quotients;  (6)  the  demands 
of  different  persons  for  nourishment  under  different  conditions;  (<) 
the  functions  of  the  different  nutrients  and  their  mutual  replacing 
power,  or  the  nutritive  values  of  different  food  materials;  (8)  the  energy 
of  the  food  and  of  the  material  oxidized  as  compared  Avith  that  given 
off  from  the  body;  and.  Anally  (9),  the  general  bearing  of  the  results 
upon  the  metabolism  of  energA'.  A number  of  collateral  topics  would 
also  call  for  discussion,  such  as  (10)  the  effects  of  different  conditions 
of  food,  rest,  and  Avorkupon  bodily  temperature;  (11)  the  composition 
of  the  air  in  the  chamber  as  related  to  the  rate  of  A'^entilation  and  the 
well-being  of  the  occupant,  and  as  bearing  upon  the  general  hygiene  of 
ventilation,  (12)  details  of  the  apparatus,  and  (13)  methods  of  experi- 
mental inquiry. 
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While  none  of  these  topics  can  be  discussed  to  the  best  advantage 
intil  the  publication  of  further  experimental  data,  or  Avithout  due  con- 
ideration  of  the  results  of  reseai-ch  elsewhere,  brief  reference  may  be 
nade  to  a fcAV  of  them  in  order  to  illustrate  some  of  the  ways  in  which 
he  experiments  are  throAving  light  upon  the  fundamental  questions 
)f  the  metabolisbi  of  matter  and  energy  in  the  body,  and  consequently 
ipon  the  general  hiAvs  of  nutrition.  Accordingly,  the  data  already 
eported  are  here  used  for  a preliminary  discussion  of  a number  of 
problems  of  general  interest.  These  include  (1)  food  materials  sup- 
plied and  consumed  and  the  difference  in  the  amounts  of  nutrients 
lemanded  by  men  at  rest  and  at  work,  (2)  the  elimination  of  water,  (3) 
he  elimination  of  carbon  dioxid,  (4)  the  elimination  of  energ}",  and 
o)  the  income  and  outgo  of  energy  and  the  action  of  the  law  of  the 
onservation  of  energy  in  the  body.  The  text-books  and  treatises  bear- 
ing on  the.se  .subjects  contain  inore  or  less  detailed  statements  and 
onclusions.  It  appears  that  in  numerous  instances  the  commonly 
juoted  figures  and  conclusions  rest  upon  much  less  experimental  evi- 
lence  than  is  furnished  by  the  experiments  Avith  the  respiration  calo- 
fimeter  just  referred  to.  In  the  construction  of  this  apparatus  it  Avas 
possible  to  make  use  of  the  experience  and  results  of  earlier  investi- 
jfators;  the  facilities  have  pennitted  the  obtaining  of  more  accurate 
ind  extensive  data  than  had  previously  been  practicable;  and  it  is 
)elieved  that  the  results  are  of  sufficient  interest  to  Avarrant  their 
publication  cA^en  though  future  re.search  may  call  for  more  or  less  modi- 
ication  of  the  inferences  deduced  from  them. 

Brief  summaries  of  results  are  given  on  the  following  pages.  These 
•esults  are  derived  from  the  .statistics  of  experiments  Nos.  5-11,  13, 
4,  21,  23-26,  28,  29,  31,  32,  and  34.  The  results  summarized  in 
Table  144,  p.  129,  include,  in  addition,  the  results  of  experiments 
Nos.  1—4,  in  Avhich  the  outgo  of  energ}’^  was  not  determined. 

Sahjects  of  the  experiments. — Four  different  men,  E.  O.,  O.  F.  T., 
.\.  W.  S.,  and  J.  F.  S.,  haA^e  serA^ed  as  subjects  in  these  experiments. 
They  Avere  all  in  excellent  health.  E.  O.  Avas  a laboratory  a.ssistant, 
i natiA'e  of  SAvedeii,  Avho  had  been  a number  of  years  in  this  country. 
,\t  the  time  of  the  experiments  here  recorded  he  was  about  32  years 
pld  and  Aveighed  not  far  from  70  kilograms.  A.  VV.  S.  was  a phys- 
cist,  a native  of  New  England,  25  years  old,  and  Aveighed  about  70 
■kilograms.  O.  F.  T.,  a chemist,  the  subject  of  but  one  experiment. 
No.  3,  Avas  also  a native  of  NeAv  England,  24:  years  old,  and  Aveighed 
ibout  60  kilograms  J.  F.  S.,  a chemist,  Avas  a native  of  Canada,  2ff 
years  old,  and  Aveighed  about  65  kilograms. 

Rest  and  vm‘k  experiments. — In  the  rest  experiments  the  subjects 
wei-e  as  c|uiet  as  they  well  could  be.  Practically  their  only  muscular 
‘xercise  wa.s  that  involved  in  dressing  and  undressing,  folding  and 
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unfolding'  the  bed,  chair,  and  tabic,  eating,  caring  for  the  excretorv 
prod\icts,  and  -weighing  themselves  and  the  absorbers.  They  did 
more  or  less  reading  and  -writing  to  pass  the  time.  In  the  -svork 
experiments  they  spent  a number  of  hours,  generalh'  8 each  day, 
driving  a stationaiy  bic3xle.'‘  It  -w’as  their  purpose  to  do  a reasonable 
but  not  excessive  amount  of  work. 

Experiments  Nos.  1 and  2 with  E.  O.,  No.  3 with  O.  F.  T.,  and  Nos. 
4a  and  4b  -with  A.  AV.  S.,  were  rest  experiments,  while  No.  4c  with 
A.  A^’ . S.  was  a work  experiment.  In  none  of  these  experiments  were 
satisfactorv  determinations  made  of  the  outgo  of  energy.  The  experi- 
mental daj’S  began  at  different  hours,  and  were  not  divided  into 
6-hour  experimental  periods,  as  was  done  in  all  experiments  after 
No.  4c.  Taking  into  account  the  19  experiments,  summarized  in  the 
following  tables,  in  which  the  measurements  of  the  outgo  of  energy 
were  considered  satisfactoiy,  there  were  9 rest  experiments  with 
E.  O.,  covering  33  daj’s;  1 rest  experiment -with  A.  AAb  S.,  covering  3 
days,  and  3 rest  experiments  with  J.  F.  S.,  covering  9 days,  making 
altogether  13  rest  experiments,  covering  45  days.  There  were  also  2 
work  experiments  with  E.  O.,  covering  8 days,  and  4 work  experi- 
ments with  J.  F.  S.,  covering  12  daj'S,  making  together  6 work 
experiments,  covering  20  da\\s.  Altogether  the  19  rest  and  work 
experiments  covered  a total  period  of  65  days.  In  addition,  9 rest 
experiments  covering  22  days  and  2 work  experiments  covering  6 
days  were  completed  during  this  time  in  connection  with  a separate 
investigation. 

Division  of  experimental  days  into  pei'iods. — Each  of  these  experi- 
ments is  divided  into  da^'s  of  24  hours,  beginning  and  ending  at  7 a.  m. 
Each  day  is  divided  into  4 periods  of  6 hours  each;  the  first  2,  called 
day  periods,  extending  from  7 a.  m.  to  1 p.  m.  and  from  1 p.  m to  7 
p.  m. ; the  last  2,  called  night  periods,  extending  from  7 p.  m.  to  1 a. 
m.  and  from  1 a.  m.  to  7 a.  m. 

The  chief  reason  for  beginning  the  experimental  daj^  in  the  morning 
is  found  in  the  belief  that  the  condition  of  the  body  in  respect  to  the 
amounts  of  material  in  the  alimentary  canal  and  of  carboln^drates  (glyco- 
gen) andoxvgen  in  the  tissues  and  fluids  would  be  more  nearh"  the  same, 
from  day  to  day,  at  the  end  of  the  period  of  restand  sleep  than  at  any 
other  time. 

"Excepting  in  experiment  Mo.  4b,  in  -which  the  subject  raised  and  lowered  a 
weight  attached  to  a rope  which  passed  over  a pulley. 
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SUMMARY  or  RESULTS  OF  INDIVIDUAL  EXPERIMENTS. 

In  Table  143,  below,  are  summarized  the  results  of  the  experiments 
made  with  the  respiration  calorimeter  which  have  been  thus  far 
reported  b}^  this  Department.*"  The  table  shows  the  balance  of  income 
and  outgo  of  nitrogen,  carbon,  and  energy,  as  well  as  the  computed 
gain  or  loss  of  body  protein  and  fat. 

"During  tlie  interval  between  the  first  and  last  of  the  experiments  here  reported 
nine  experiments  were  carried  on  under  the  auspices  of  the  Committee  of  Fifty  for 
the  Investigation  of  the  Drink  Problem  in  connection  with  an  independent  investi- 
gation concerning  the  effect  of  alcohol  in  the  diet.  For  convenience  in  keeping  labo- 
ratory records  all  the  experiments  Avere  numbered  consecutively.  These  experi- 
ments, in  which  alcohol  formed  a part  of  the  diet,  comprised  Nos.  7,  10,  12,  15-20, 
22,  27,  30,  and  33.  The  details  of  the  first  two  were  published  in  U.  S.  Dept. 
Agr.,  Office  of  Experiment  Stations  Bui.  69;  those  of  the  remaining  eleven  will  be 
found  in  the  Memoirs  of  the  National  Academy  of  Sciences,  Vol.  VIII,  Sixth 
Memoir,  entitled  An  Experimental  Inquiry  into  the  Nutritive  Value  of  Alcohol, 
1902. 
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Tai5le  143. — Summary  of  income  and  outgo  of  nitrogen,  carbon,  and  energy  in  19  expenments,  covering  65  days. 
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The  experiments  are  grouped  in  Talde  143  according  to  their  char- 
acter, whether  rest  or  work,  and  subgrouped  according  to  the  person 
serving  as  subject.  ^Vith  E.  0.  there  were  made  9 rest  experiments 
covering  33  days,  of  which  two,  Nos.  7 and  10,  reported  in  an  earlier 
bulletin  of  this  Office'^  were  made  foi'  a special  purpose.  In  Table 
143  the  results  are  averaged  both  with  and  without  those  two  experi- 
ments. One  rest  experiment  was  made  with  A.  W.  S.  and  3 with  J. 
F.  S.  In  all  these  experiments  the  ration  was  determined  as  far  as 
possible  by  the  food  requirements  of  the  subject  under  the  particular 
conditions.  The  amount  of  nitrogen  in  the  food  in  the  rest  experi- 
ments Avith  E.  O.  averaged  18.8,  Avith  A.  W.  S.  15.5,  and  with  J.  F. 
S.  16.5  grams  per  day.  The  amount  metabolized  was  approximately 
in  the  same  proportion.  The  amounts  of  carbon  and  energy  in  the 
food  Avere  also  larger  with  E.  O.  than  Avith  the  other  subjects,  but 
there  was  comparatively  little  difference  in  the  amounts  actually 
metabolized.  The  daily  amount  of  energ}^  aA^eraged  2,280  calories 
with  E.  O.,  2,304  with  A.  W.  S.,  and  2,117  with  J.  F.  S. 

Two  work  experiments  coA'ering  8 days  Avere  made  with  Pk  O.,  and 
4 covering  12  days  Avith  J.  F.  S.  The  quantity  of  nitrogen,  carbon, 
and  energy  in  the  food  and  in  the  material  actually  oxidized  Avas  greater 
in  the  case  of  E.  O.  than  J.  F'.  S.  The  amount  of  muscular  work  per- 
formed was  also  larger.  The  quantity  of  nitrogen  in  the  food  and  in 
the  material  actuall}’  metabolized  was,  however,  not  greatly  different 
from  the  corresponding  amounts  in  the  rest  experiments.  The  energy 
of  material  oxidized  averaged  3,865  calories  Avith  E.  O.  and  3,547 
calories  Avith  J.  ¥.  S.  The  agreement  betAveen  the  A'alues  for  net  in- 
come and  net  outgo  differed  through  limits  Avhich  are  doubtless  within 
the  range  of  experimental  error  and  physiological  uncertainties. 

Further  discussion  of  the  results  obtained  in  the  experiments  will 
be  found  in  the  more  general  tables  folloAving. 

FOOD  MATERIALS  SUPPLIED  AND  CONSUMED,  AND  THE  DIFFER- 
ENCE IN  DEMAND  BY  MEN  AT  REST  AND  AT  WORK. 

One’of  the  objects  of  these  experiments  is  to  accumulate  informa- 
tion regarding  the  demands  of  the  body  for  food  Avith  different  per- 
sons and  under  different  conditions  of  rest  and  work.  Data  bearing 
upon  these  questions  are  found  in  all  of  the  experiments.  The 
detailed  tables  shoAA"  the  total  amounts  and  the  composition  of  the 
food,  drink,  and  excretory  products.  The  figures  in  Table  144  sum- 
marize A"eiy  bi’ieffy  some  of  the  principal  results. 


“U.  S.  Dept.  Agr.,  Office  of  Exi^eriment  Stations  Bui.  69. 
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T vble  144. rncomt"  and  outgo  of  material  hi  the  hodij,  and  gains  and  losses  of  protein 

and  fat  with  different  diets— Amounts  jier  day. 


Subject,  duration,  and  character  of  experiment. 

Nitrogen. 

Carbon. 

Energy. 

Protein 

(NX6.25). 

Fat. 

REST  EXPERIMENTS. 

E.  0.,  11  experiments,  37  days,  average: 

In  digested  food 

In  material  oxidized 

Q-rams. 

17.7 

18.5 

Grams. 

231. 5 

218. 6 

Calories. 
2,459 
2, 297 

Grams. 

Ill 

116 

Grams. 

Gain  ( + ) or  loss  (-)  in  body 

- .8 

+ 12.9 

- 5 

+ 20 

0.  F.  T.,  1 experiment,  5 days,  average: 

14.4 

13.7 

216.5 

219.9 

2,442 

2,505 

90 

86 

Gain  ( + ) or  loss  (— ) in  body 

A.  W.  S.,  3 experiments,  9 days,  average: 

+ -7 

- 3.4 

+ 4 

- 7 

14.7 

13.7 

214.3 
229. 1 

2,344 

2,293 

92 

86 

Gain  ( + ) or  loss  (— ) in  body 

J.  F.  S., 3 experiments,  9 days, average: 

+ 1.0 

- 14.8 

+ 6 

- 24 

15.4 

15.7 

228.7 

207.8 

2, 381 
2,117 

96 

98 

Gain  (+)  or  loss  ( — ) in  body 

E.O.,O.F.T.,A.W.S.,J.  F.  S.,  18  experiments,  60 
days,  average: 

In  digested  food 

- .3 

+ 20.9 

- 2 

+ 29 

16.6 

16.9 

227.3 

218.7 

2,428 

2,285 

104 

106 

In  material  oxidized 

Gain  ( + ) or  loss  (— ) in  body 

WORK  EXPERIMENTS. 

E.  0.,  2 experiments,  8 days,  average: 

In  digested  food 

- .3 

+ 8.6 

- 2 

4-  13 

17.6 

17.3 

326.2 
3.58. 9 

3,462 

3,865 

110 

108 

In  material  oxidized 

Gain  (+)  or  loss  ( — ) in  body 

A.  \V.  S.,  1 experiment,  3 days,  average: 

In  digested  food 

+ .3 

- 32.7 

+ 2 

- 43 

14.8 

14.1 

223.6 

371.5 

2, 505 
4,325 

92 

88 

In  material  oxidized 

Gain  ( +)  or  loss  (— ) in  body 

J.  F.  S.,  4 experiments,  12  days,  average: 

In  digested  food 

+ .7 

-147.9 

+ 4 

-196 

15.0 

16.0 

306.4 

330.4 

3,251 

3,547 

94 

100 

• 

In  material  oxidized 

s 

Gain  (+)  or  loss  (— ) in  bodv 

E.  0.,  A.  W.  S.,  J.  F.  S.,  7 experiments,  23  days, 
average: 

In  digested  food 

- 1.6 

- 24.0 

- 6 

— 27 

15.9 

16.2 

302.5 

345.7 

3,227 
3, 759 

i 

99 

101 

In  material  oxidized 

Gain  ( + ) or  loss  (— ) in  body 

- .3 

- 43.2 

- 2 

— 55 

By  “digestible  food”  or  “digested  food”  is  understood  the  total 
food  less  the  feces — in  other  words,  the  sum  of  the  nutrients  which  are 
available  to  the  bod}’  for  the  building  of  tissue  and  yielding  energy. 
No  correction  is  introduced  for  metabolic  products  in  the  feces,  since 
these  were  derived  originally  from  the  food  (or  body  tissue)  and  are  a 

13007— No.  109—02 9 
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necessary  accompaniment  of  unclioested  material.  The  available  energy 
of  the  food  is  the  total  heat  of  combustion  of  the  food  minus  the  heat 
of  combustion  of  the  itnoxidized  materials  of  feces  and  urine.  No 
further  correction  for  the  labor  of  chewing  and  digesting  is  included. 
It  is  assumed  that  the  quantity  of  carbohydrates  in  the  body  is  the  same 
at  the  beginning  as  at  the  end  of  the  experiment.  The  gains  and  losses 
of  Ijod}"  protein  and  bod}'  fat  ai’e  computed  from  the  gains  and  losses 
of  the  nitrogen  and  carl)on.“  Accordingly  the  tigures  show  the 
average  daily  amounts  of  available  protein  and  energy  supplied  by  the 
food  and  the  amounts  actually  used  by  the  body  when  the  subject  had 
a minimum  amount  of  exercise  and  when  he  was  engag'ed  in  decidedly 
active  muscular  work. 

The  materials  actual!}'  o.xidized  in  the  body  are  the  digested  nutri- 
ents of  the  food  minus  the  protein  or  fat  gained  or  plus  the  protein  or 
fat  lost  by  the  body.  The  data  thus  show  very  clearly  the  demands  of 
the  body  under  the  different  conditions  and  the  increase  in  the  demand 
which  accompanied  the  performance  of  muscular  work. 

These  experiments  simply  show  the  quantities  of  material  and  energy 
metabolized  by  a small  number  of  men  under  speciffc  conditions  of 
work  and  rest.  Their  bearing  upon  the  general  subject  of  dietary 
standards  can  be  more  advantageously  discussed  when  it  is  possible  to 
take  into  account  not  only  these  and  other  experiments  with  men  in 
the  respiration  calorimeter,  but  also  a large  number  of  experimental 
inquiries  and  observations  of  dietary  usage  of  people  of  different 
classes  and  occupations  in  different  countries. 

There  is  no  doubt  that  in  many  cases  the  body  can  be  maintained  in 
nitrogen  and  carbon  equilibrium  with  much  smaller  quantities  of  nitro- 
gen and  energy  than  those  actually  used  by  any  of  the  men  in  these 
experiments.  It  is  equally  certain  that  in  other  cases  the  requirements 
are  much  larger.  The  tentative  standards  for  daily  diet  which  have 
been  proposed  by  a number  of  investigators  have  served  a useful  pur- 
pose, but  they  will  doubtless  have  to  be  modified  as  the  fundamental 
data  become  more  exact  and  numerous. 

One  principle  which  thus  far  has  not  received  adequate  recognition 
in  dietary  standards  may  perhaps  be  expressed  by  saying  that  the 
standard  must  ^■ar}'  not  only  with  the  conditions  of  activity  and  envi- 
ronment, but  also  with  the  nutritive  plane  at  which  the  body  is  to  be 
maintained.  A man  may  live  and  work  and  maintain  bodily  equilib- 
rium on  either  a higher  or  lower  nitrogen  level  or  energy  level.  One 
essential  question  is,  What  level  is  most  advantageous?  The  answer 
to  this  must  be  sought  not  simply  in  metabolism  experiments  and  diet- 
ary studies,  but  also  in  broader  observations  regarding  bodily  and 
mental  efficiency  and  general  health,  strength,  and  welfare. 

“By  the  method  previously  described,  U.  S.  Dept.  Agr.,  Office  of  Experiment  Sta- 
tions Bill.  69,  pp.  44,  45. 
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ELIMINATION  OF  WATER. 

The  water  taken  into  the  body  in  the  food  and  drink  and  formed 
within  it  by  the  oxidation  of  h^^lrogen  is  excreted  by  the  kidneys, 
liuH'-s,  and  skin.  The  amount  eliminated  by  the  kidneys  yaries  with  the 
amounts  taken  in  the  food  and  drink  and  eliminated  in  the  respiration 
and  perspiration,  and  is,  in  consequence,  yery  irregular.  The  amount 
of  water  giyen  off  by  the  lungs  and  skin  appears  to  depend  largel^^ 
upon  the  muscular  actiyity  of  the  subject  and  the  temperature  of  the 
surrounding  air,  and  to  be  less  affected  by  the  income  in  food  and 
drink. 

liiGonie  and  outgo  of  loater  per  Table  11:5  recapitulates  the 

figures  for  the  ayerage  amounts  of  water  taken  in  the  food  and  drink 
and  eliminated  in  the  yarious  excretions  in  the  19  experiments,  Nos. 
5-11, 13, 11,  21,  23-26,  28,  29,  31,  32,  and  31.  In  all  these  experiments 
the  days  were  diyided  into  6-hour  periods. 


Table  145. — Daily  income  and  outgo  of  water. 


Subject  and  kind  of  experiment. 

Days 
cov- 
ered 
by  ex- 
peri- 
ments. 

Income. 

Outgo. 

In 

food. 

In 

drink. 

Total. 

In 

feces. 

In 

urine. 

In  res- 
piration 
and 
perspi- 
ration. 

Total. 

REST  EXPERIMENTS. 

E.  0.,  9 experiments: 

Grams. 

Grams. 

Grams. 

Grams. 

Gmms. 

Grams. 

Grams. 

Minimum 

1 023 

^ 04.5 

35 

1 nay 

fioy 

9 nx5 

Maximum 

T 970 

1 R79. 

a 017 

98 

a 7 on 

1 *^1*^ 

4 306 

Average 

33 

1,037 

1,407 

2,444 

59 

1,810 

977 

2,846 

A.  W.  S.,  1 experiment: 

Minimum 

«00 

1 

9 974 

4rt 

go4 

2,496 

Maximum 

son 

1 3A5 

9 

40 

7 Q09 

Average 

3 

890 

1,385 

2, 275 

46 

1,743 

859 

2,648 

J.  F.S.,3  experiments: 

Minimum 

1,040 

800 

1,840 

19 

913 

791 

1,811 

Maximum 

1,078 

900 

1,978 

57 

1,489 

879 

2,345 

Average 

9 

1,055 

833 

1,888 

.52 

1, 219 

830 

2,101 

Average  of  13  experiments  . . 

45 

1,031 

1,291 

2,322 

57 

1,687 

939 

2,684 

WORK  EXPERIMENTS. 

' ' 

E.  0.,2  experiments: 

Minimum 

951 

1,200 

2, 151 

91 

815 

1,762 

2, 912 

Maximum 

1,384 

2, 100 

3, 079 

100 

1,275 

2,699 

3,981 

-Average 

8 

1,168 

1,603 

2,771 

96 

1,011 

2, 275 

3,382 

J.  F..S.,4  experiments. 

Minimum 

916 

1.2.50 

2,166 

36 

(Ul 

1,197 

2,201 

Maximum 

i,o;i6 

1,250 

2,286 

72 

1,433 

2,094 

3, 215 

Average 

12 

975 

1,250 

2,225 

52 

905 

1, 670 

2,627 

Average  of  ti  experiments  ... 

20 

1,052 

1,391 

2,443 

70 

947 

1,912 

2,929 

Ihe  aveiages  giyen  are  those  for  all  of  the  days  of  the  experiments 
of  the  giyen  group  rather  than  averages  of  the  average  results  of  the 
individual  experiments.  It  is  to  be  remembered  that  there  was  con- 
sideiable  milk  in  the  daily  diet,  and  this  is  reckoned  as  food  rather 
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than  drink.  How  the  amounts  of  water  in  food  and  drink  in  these 
experiments  would  compare  with  those  in  the  average  diet  in  general 
it  is  impossible  to  say  for  lack  of  sufficient  data.  The  aA^erage  daih" 
amount  of  water  in  food  and  drink  together  in  the  rest  experiments 
was  for  E.  O.  2,444  grams,  for  A.  IV.  S.  2,275  grams,  and  for  J.  F.  S. 

I, 888  grams.  In  the  work  experiments  with  E.  O.  it  Avas  2,771  grams, 
and  with  J.  F.  S.  2,225  grams. 

The  amount  of  urine  excreted  per  day  in  the  rest  experiments  aver- 
aged with  E.  O:  1,878  grams,  containing  1,810  grams  of  Avater;  Avith 
A.  W.  S.  1,798  grams,  containing  1,743  grams  of  Avater,  and  with 

J.  F.  Ss  1,266  grams,  containing  1,219  grams  of  Avater.  The  average 
for  the  45  days  of  the  rest  experiments  Avith  the  three  subjects  was 
1,750  grams  of  urine,  conffiining  1,687  grams  of  water.  In  the  work 
experiments  the  amount  of  urine  excreted  averaged  Avith  E.  O.  1,081 
grams,  containing  1,011  grams  of  Avater,  and  Avith  J.  F.  S.  961  grams, 
containing  905  grams  of  water.  The  average  for  the  20  days  of  Avork 
experiments  with  both  subjects  was  1,009  grams  of  urine,  containing 
947  grams  of  water. 

The  A'ariations  in  the  amounts  excreted  from  day  to  day  in  experi- 
ments of  the  same  kind  Avith  the  same  man  Avere  very  Avide.  Thus  in 
the  rest  experiments  Avith  E.  O.  the  urine  fell  on  one  day  to  1,091 
grams,  with  1,037  grams  of  water,  Avhile  on  another  da}''  it  rose  to  3,208 
gi’ams  with  3,120  grams  of  water.  It  is  to  be  obsenmd  that  these 
experiments  Avere  made  at  dift'erent  times  during  a period  of  tAvo 
years,  and  coAmred  in  all  33  days.  In  the  rest  experiments  Avith 
A.  W.  S.,on  the  other  hand,  there  is  but  one  experiment,  coA'ering 
3 days.  Although  the  quantities  of  Avater  in  the  food  and  drink 
were  almost  exactly  the  same  from  day  to  day,  the  quantities  of  urine 
and  Avater  in  the  urine  Avere  irregular,  the  range  being  from  1,681 
grams  of  urine,  Avith  1,628  grams  of  water,  to  1,965  grams,  Avith  1,909 
grams  of  Avater.  In  the  rest  experiments  with  J.  F.  S.  the  quantities 
ranged  from  975  grams  of  urine,  containing  913  grams  of  Avater,  to 
1,551  grams  of  urine,  containing  1,489  grams  of  AA'ater.  These  extremes 
occurred  respectively  on  the  first  and  third  days  of  the  first  experi- 
ment Avith  this  subject. 

In  the  Avork  experiments  with  E.  O.,  made  at  intervals  of  over  a 
3’ear,  the  water  of  food  and  drink  ranged  from  2,151  to  3,079  gi’ams 
per  day.  There  Avere  corresponding  A'ariations  in  the  amount  of  urine 
and  of  Avater  in  the  urine,  though  the  range  was  not  Avide,  the  mini- 
mum amount  of  urine  being  879  grams,  with  815  grams  of  water,  and 
the  maximum  1,350  grams,  Avith  1,275  grams  of  water.  In  the  work 
experiments  with  J.  F.  S.,  which  were  made  at  short  intervals  during 
the  same  year,  the  water  of  food  and  drink  ranged  from  2,166  to 
2,286  grams,  and  the  A'ariation  in  the  amount  of  urine  per  day  was 
from  695  grams  of  urine,  containing  641  grams  of  Avater,  to  1,488 
grams  of  urine,  containing  1,433  grams  of  water. 
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Til  comparino-  tlio  averages  of  the  rest  and  work  experiments  with 
both  subjects  E.  O.  and  d.  E.  S.,  it  will  be  observed  that  while  the 
(piantity  of  water  in  the  food  and  drink  was  considerably  larger  in  the 
work  than  in  the  rest  experiments,  the  amounts  of  urine  and  water  in 
the  urine  was  larger  in  the  latter  than  in  the  former.  The  ditferenees, 
however,  varied  with  the  two  subjects.  Thus  with  E.  O.  the  total 
income  of  water  was  over  10  per  cent  larger  in  the  work  than  in  the 
rest  experiments,  but  the  outgo  in  the  urine  was  but  little  over  half  as 
large  in  the  former  as  in  the  latter.  With  J.  F.  S.  the  total  income 
in  the  work  experiments  was  nearly  20  per  cent  larger  than  in  the 
rest  experiments,  but  the  outgo  in  the  urine  was  only  three-fourths  as 
large  in  the  former  as  in  the  latter.  With  both  subjects  the  amount 
of  solids  in  the  urine  was  slightly  larger  in  the  work  than  in  the  rest 
experiments. 

Elimination  of  vMte)'  hy  respiration  and  joerspiratioii. — The  differ- 
ences in  the  elimination  of  water  in  the  urine  in  the  rest  experiments 
as  compared  with  the  work  experiments  find  a ready  explanation  in 
the  figures  for  water  in  the  respiration  and  perspiration.  The  amounts 
of  water  thus  eliminated  by  E.  O.  averaged  2,275  grams  in  the  work 
experiments  as  compared  with  977  grams  in  the  rest  experiments;  and 
by  J.  F.  S.,  1,670  grams  in  the  work  experiments  as  compared  with 
830  grams  in  the  rest  experiments.  In  other  words,  the  water  elimi- 
nated by  the  kidneys  depends,  of  course,  upon  the  ratio  of  water  in 
the  food  and  drink  to  water  of  respiration  and  perspiration.  The 
kidneys  rid  the  body  of  the  water  not  thrown  off  by  the  lungs  and 
skin. 

It  is  commonly  assumed  that  the  expired  air  is  saturated  with  mois- 
ture. Supposing  this  to  be  a fact,  the  quantity  of  water  given  off 
from  the  lungs  would  be  proportional  to  the  amount  of  expired  air. 
In  times  of  active  muscular  exercise  the  volume  of  this  air  is  larger  than 
in  times  of  rest,  and  consequently  the  amount  of  water  given  off'  from 
the  lungs  would  be  larger.  F urthermore,  the  perspiration  from  the  skin 
increases  greatly  with  the  muscular  activity.  With  E.  O.  the  amount 
of  water  excreted  per  day  from  the  lungs  and  skin  in  the  work  experi- 
ments was  2i  times  as  large  as  in  the  rest  experiments.  With  J.  F.  S. 
it  was  twice  as  large  in  the  work  as  in  the  rest  experiments. 

'Fhe  balance  of  income  and  outgo  of  water  is  decided  not  only  bj'^ 
the  amounts  in  food  and  drink  on  the  one  hand,  and  b}^  the  kidneys, 
lungs,  and  skin  on  the  other,  but  also  by  two  other  factors.  One  of 
these  is  the  amount  of  water  formed  within  the  body  by  the  oxidation 
of  hydrogen.  The  other  is  the  change  in  the  amount  of  water  in  the 
alimentary  canal  and  in  the  tissues  and  fluids  of  the  body.  The  dis- 
cussion of  this  topic  is  reserved  until  additional  data,  which  are  being 
accumulated,  are  available. 
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One  point,  however,  is  so  interesting-  that  a word  regarding  it  may 
be  in  place  here.  Comparisons  of  figures  for  amounts  of  hydrogen 
oxidized,  as  given  in  the  tabular  details  of  the  experiments,  show  that 
if  all  the  water  formed  Ijy  the  oxidation  of  the  hydrogen  of  the  food 
and  body  material  were  eliminated  through  the  lungs  and  skin  and  none 
through  the  kidneys,  it  would  account  for  only  about  one-third  of  the 
water  of  respiration  in  the  rest  experiments  and  only  about  one-fourth 
of  that  in  the  work  experiments.  It  is  therefore  evident  that  the 
increase  of  water  of  respiration  and  perspiration  during  periods  of 
muscular  activit\'  is  due  not  so  much  to  an  increased  oxidation  of 
hydrogen  as  to  an  increased  excretion  through  the  lungs  and  skin  of 
water  from  some  other  source. 

The  amounts  of  water  eliminated  by  the  lungs  and  skin  in  the  dif- 
ferent periods  of  the  day,  as  compared  with  the  day  as  a whole,  are 
shown  in  Table  146. 

T.vble  146. — M ater  eliminated  by  lungs  ayid  skin — Amounts  per  day,  and  rates  and  j>ro- 

portions  for  different  periods. 


Subject  and  kind  of  ex- 
periment. 

1 Day.s  covered  by 
1 experiments. 

Total  amount  in 
24  hours. 

Rate  per  hour. 

Proportion  of  total  for  24 
hours. 

Day  periods. 

Night  periods. 

-\vcr- 
age 
for  24 
hours. 

Day  periods. 

Night  periods. 

7 a.  m. 
to 

1 p.  ra. 

1 p.  m. 
to 

7 p.  m. 

7 p.  m. 
to 

1 a.  m. 

1 a.  m. 
to 

7 a.  m. 

7 a.  m. 
to 

1 p.  m. 

1 p.  m. 
to 

7 p.  m. 

7 p.  m. 
to 

1 a.  m. 

1 a.  m. 
to 

7 a.  m. 

REST  EXPERIMENTS. 

E.  0.,  9 experiments; 

Grams 

Grams 

Grams 

Grams 

Grams 

Grams 

Per  cl. 

Per  ct. 

Per  ct. 

Per  ct. 

Minimum 

697 

32.0 

23.4 

30.4 

•23.4 

29.0 

Maximum 

1,212 

55.9 

56.4 

57.7 

50.3 

50.5 

Average 

33 

977 

39.1 

41.8 

43.7 

38.2 

40.7 

24.0 

25.7 

26.8 

23.5 

A.  W.  S.,  1 experiment: 

Minimum 

821 

a5.o 

35.2 

31.8 

31.8 

34.2 

Maximum 

898 

37.5 

37.9 

39.3 

34.9 

37.4 

Average 

3 

859 

36.3 

36.2 

37.4 

33.3 

35.8 

25.3 

25.3 

26.1 

23.3 

J.  F.  S.,  3 experiments: 

Minimum 

791 

33.7 

34.6 

33.1 

30.0 

32.9 

Maximum 

879 

38.9 

39.4 

39.8 

32.8 

36.6 

Average 

9 

830 

36.0 

36.0 

35.2 

31.1 

34.6 

26.0 

26.0 

25.5 

2-2.5 

Average  of  13  ex- 

periments 

45 

939 

38.3 

40.3 

41.6 

36.4 

39.1 

24.5 

25.7 

26.6 

23.2 

WORK  EXPERIMENTS. 

E.  0.,  2 experiments: 

1,762 

89.2 

69.4 

56.8 

49.7 

73.4 

2, 699 

147.1 

153.0 

107.7 

77,2 

112.5 

Average 

8 

2, 275 

120.3 

108.5 

85.6 

64.8 

94.8 

31.7 

28.6 

•22.6 

17.1 

J.  F.  S.,  4 experiments: 

1,197 

66.8 

67.1 

31.7 

30.8 

49.9 

2,094 

134.5 

140.2 

38.4 

37.3 

87.3 

Average 

12 

1,670 

98.5 

111.5 

34.8 

33.5 

69.6 

35.4 

40.1 

12.5 

1-2.0 

Average  of  6 ex- 

periments 

20 

1,912 

107.2 

110.3 

55.1 

46.0 

79.7 

33.7 

34.6 

17.3 

14.4 
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l!i  the  rest  experiments  with  E.  O.  the  total  amount  of  water  of 
respiration  and  perspiration  per  day  I'anged  from  bhT  to  1,212,  and 
•averatved  977  gTanis.  Comparing  the  12  liours  of  the  day  with  the  12 
hours  of  the  night  the  amounts  of  water  eliminated  were  practically 
the  same,  being,  respectively,  -19.7  and  50.3  per  cent  of  the  whole. 
Comparing  by  periods  the  largest  elimination,  43.7  grams  per  hour, 
was  in  the  first  night  period  (7  p.  m.  to  1 a.  m.)  and  the  smaller,  38.2 
grams  per  hour,  in  the  last  night  period  (1  a.  m.  to  7 a.  m.),  but  the 
differences  in  the  different  periods  were  not  large.  The  amounts  with 
A.  W.  S.  Avere  somewhat  smaller,  the  avei-age  daily  elimination  being 
859  grams.  Here,  again,  it  was  equally  divided,  between  the  day  and 
the  night,  and  the  amounts  in  the  6-hour  periods  differed  but  little, 
although  the  amount  in  the  first  night  period  was  slightly  larger  than 
that  in  the  second  night  period,  the  latter  being  little  smaller  than 
in  either  of  the  day  periods,  as  Avas  the  case  Avith  E.  O.  The  average 
daily  elimination  with  J.  F.  S.,  830  grams,  AA’as  still  less  than  with 
A.  W.’S.  In  this  case  the  elimination  Avas  somewhat  larger  during 
the  da}^  than  during  the  night  periods,  being  52  per  cent  of  the  Avhole 
for  the  former  as  compared  with  48  per  cent  for  the  latter.  The  aver- 
age for  both  the  day  periods  was  the  same,  36  grams.  As  Avas  the  case 
with  the  two  other  subjects,  the  average  for  the  first  night  period  was 
larger  than  that  for  the  second.  Taking  the  rest  of  the  experiments 
with  the  3 subjects  together  the  daih’  average  for  45  days  Avas  939 
grams,  or  39.1  grams  per  hour.  The  amounts  per  hour  in  the  4 
periods  were,  respective!}",  38.3,  40.3,  41.6,  and  36.4  grams,  or  24.5. 
25.7,  26.6,  and  23.2  per  cent  of  the  total  for  the  day. 

In  the  work  experiments  in  which  the  subjects  E.  O.  and  J.  F.  S. 
were  engaged  in  actiA"e  muscular  work  8 hours  each  day  between  7 
a.  m.  and  7 p.  m. , the  average  daily  outgo  of  Avater  through  lungs  and 
skin  was  increased  to  1,912  grams  per  day.  With  E.  O.  this  increase 
is  noticeable  in  all  4 periods,  but  is  especially  marked  in  the  first  day 
period,  the  aA^erage  in  that  period  being  3 times  as  great  in  the  work 
as  in  the  rest  experiment.  In  the  majority  of  cases  the  amount  grad- 
ually fell  off'  during  the  subsequent  periods;  but  even  during  the  last 
night  period  the  average  was  nearly  If  times  as  large  for  the  work  as 
for  the  rest  experiments.  Of  the  total  daily  amount  60.3  per  cent 
was  giA^en  off  during  the  two  day  periods,  and  39.7  per  cent  during 
the  two  night  periods.  With  J.  F.  S.  there  was  an  increase  in  elim- 
ination during  the  day  periods  only,  being  most  noticeable  in  the 
second,  in  Avhich  it  was  3 times  as  large  in  the  Avork  as  in  the  rest 
experiments.  The  elimination  during  the  night  periods  was  practi- 
cally the  same  in  the  AVork  as  in  the  rest  experiments.  Of  the  total 
daily  amount  eliminated  by  this  subject  in  the  work  experiments  75.5 
per  cent  AV'as  given  off  during  the  two  day  periods  and  24.5  per  cent 
jluring  the  tAvo  night  periods.  In  the  average  of  the  experiments 
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with  the  two  subjects  the  aiiiounts  for  the^l  periods  were,  respec- 
tively, 107.2,  110.3,  55.1,  and  drO  g-rams  per  hour,  or  33.7,  34.6,  17.3, 
and  14.4  per  cent  of  the  total. 

The  parallelism  between  muscular  work  and  increased  water  elimi- 
nation by  the  lungs  and  skin  is  not  close,  nor  does  the  increase  coin- 
cide at  all  with  the  period  of  Avork.  The  “lag'’  in  elimination  of 
AA’ater,  i.  e.,  the  length  of  time  between  its  ingestion  in  food  and  drink 
or  its  formation  Iw  the  oxidation  of  hydrogen  on  the  one  hand  and  its 
elimination  b}’-  various  channels  on  the  other  is  decided  by  factors  too 
complex  for  full  discussion  here,  and  must  be  discussed  in  the  light  of 
later  experiments. 

ELIMINATION  OF  CARBON  DIOXID. 

The  carbon  dioxid  giA-en  otf  from  the  lx)dy  is  derived  from  the  oxi- 
dation of  the  carbon  of  the  food  and  bod}"  material,  and  hence  serves 
as  a measure  of  the  amount  of  that  oxidation.  The  quantity  given  otf 
in  the  urine  and  feces  is  very  small  indeed.  It  is  here  neglected,  and 
that  given  otf  by  the  lungs  and  skin  is  taken  as  representing  the  total 
elimination.  The  quantitA'  eliminated  in  a giA'en  period  depends 
upon  a variet}'  of  conditions,  among  Avhich  are  (1)  the  character  of  the 
diet  and  the  time  Avhich  has  elapsed  since  the  last  meal  was  taken,  (2) 
the  muscular  activit}'  of  the  subject — whether  at  rest  or  at  Avork,  (3) 
the  external  temperature,  (4)  the  age  and  body  Aveight,  and  (5)  indi- 
A’idual  peculiailties  of  the  subject.  The  accuracA^  with  AAdiich  the  car- 
bon dioxid  eliminated  for  a given  period  measures  the  production  for 
that  period  depends  upon  the  so-called  “lag”  in  the  elimination,  a 
topic  to  be  discus.sed  in  another  place. 

In  the  experiments  here  reported  there  are  considerable  fluctuations 
in  the  output.  Of  the  factoi's  Avhich  cause  these  fluctuations,  the 
most  important  is  the  muscular  activity.  The  difl'ercnces  in  the  "food 
Avere  mainlv  those  called  for  by  the  dift'erences  in  the  muscular  exer- 
cise. The  external  temperature,  i.  e.,  that  of  the  air  in  the  chamber, 
was  kept  as  nearly  20°  C.  as  convenient.  The  subjects  Avere  young, 
health}',  active  men,  of  similar  age,  height,  and  AA^eight,  but  differing 
slightly  in  the  amounts  of  food  to  Avhich  they  Avere  accustomed,  so 
that  there  AA'as  nothing  to  imply  differences  in  personal  characteristics 
so  great  as  to  affect  materially  the  oxidation  of  carbon. 

The  flp-ures  for  the  daih'  elimination  of  carbon  dioxid  are  summa- 
rized  in  Table  147,  Avhich  shoAVS  the  average  amount  per  hour  during 
each  period  and  for  the  whole  day  and  the  percentage  Avhich  the  out- 
put for  each  period  makes  of  the  aA'erage  amount  for  tAA'enty-four 
hours. 
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T\ble  147. — Carbon  dioxid  eliminated  htj  lungs  and  skhi — Amounts  j>er  day,  and  rates 

and  proportions  in  different  periods. 


Subject  ami  kind  of 
experiment. 

Days  covered  by 
experiments. 

Total  amount  in 
24  hours. 

Rate  per  hour. 

1 

Proportion  of  total  for  24 
hours. 

Day  periods. 

Night  periods. 

1 

Aver-  j 
age  ■ 
for  24 
hours. 

Day  periods. 

Night  periods. 

7 a.  m. 
to 

1p.m. 

Ip.m. 

to 

7 p.  m. 

7p.  m. 
to 

1a.m. 

1a.m. 

to 

7 a.m. 

7 a.m. 
to 

1p.m. 

Ip.  m. 
to 

7p.m. 

7 p.  m, 
to 

1a.m. 

1a.m. 

to 

7a.m. 

BESI  E.XPERIMENTS. 

E.  0.,  9 experiments: 

Grams 

Grams 

Grams 

Grams 

ijrams 

Grams 

Per.  cl. 

Pa-,  cl. 

Per.  cl. 

Per.  el. 

73Q 

3?  7 

aa.  ^ 

31.2 

20.4 

30.8 

13 

42_8 

42.2 

36.6 

Average 

33 

803 

37.9 

37.4 

36.2 

22. 3 

33.9 

28.3 

■28.0 

27.1 

16.6 

A.  W.  S.,  1 experiment: 

7R7 

3^  1 

2ft  9 

30.9 

21,8 

32.8 

41_5 

33.7 

24.3 

34.0 

Average 

3 

797 

39.8 

37.1 

32.8 

23.2 

33.2 

29.9 

27.9 

24.7 

17.5 

J.  F.  S.,  3 experiments: 

33  4 

22  0 

28. 1 

21.2 

29.8 

SOI 

7 

40. 1 

36.3 

23.3 

33.4 

Average 

9 

762 

37.0 

36.1 

31.6 

22. 3 

31.8 

29.1 

28.4 

24.9 

17.6 

Average  of  13  ex- 

periments 

4.=> 

794 

37.8 

37.2 

35.0 

22.4 

33.1 

28.6 

28.1 

26.4 

16.9 

WORK  EXPERIMENTS. 

E.  0.,  2 experiments: 

1 

69  4 

fi.T  0 

33.9 

19.9 

49.8 

1,510 

90.2 

98.2 

42.2 

26.2 

62.9 

Average 

8 

1,316 

78.4 

79.5 

38.4 

23. 1 

.54.8 

35.7 

36.3 

17. 5 

10.5 

J.  F.  S.,4  experiments: 

1,0S0 

()3.4 

61.9 

27.8 

21.0 

45.0 

, 



1,292 

81  0 

79  8 

36.2 

24.1 

53.9 

Average 

12 

1,212 

73.6 

74. 7 

31.3 

22. 3 

.50.5 

36.5 

: 37. 0 

15. 5 

11.0 

Average  of  (i  ex- 

1 

1 

periments 

■ 20 

1,253 

75.5 

76.  6 

34.1 

22.6 

52.2 

36.2 

j 36. 7 

16.3 

10.8 

The  elimination  of  carbon  diox  id  under  conditions  of  rest  averaged 
803  grams  per  day,  or  33.0  grams  per  hour,  in  the  33  experimental 
days  of  the  9 experiments  with  E.  O. ; 797  grams  per  day,  or  33.2 
grams  per  hour,  in  the  3 experimental  days  of  one  experiment  with 
A.  W.  S.,  and  762  grams  per  day,  or  31.8  grams  per  hour  in  the  9 
experimental  days  of  3 experiments  with  J.  F.  S.  The  range  was 
from  739  to  879  grams  per  day  with  E.  O.,  from  787  to  816  with 
A.  W.  S.,  and  from  715  to  801  with  J.  F.  S.  It  will  be  remembered, 
however,  that  the  experiments  with  E.  O.  were  made  at  different 
times  during  two  years,  while  those  with  A.  W.  S.  were  in  a single 
experiment.  Those  with  J.  F.  S.  were  made  at  short  intervals  during 
the  same  year.  In  8 experimental  days  of  the  2 experiments  in  w'hich 
the  subject  E.  O.  was  engaged  in  active  muscular  work  for  8 hours 
each  day  the  output  averaged  1,316  grams  per  day,  or  51:.8  grams  per 
hour,  while  in  12  experimental  days  in  which  the  subject  J.  F.  S.  was 
similarly  engaged  it  was  1,212  grams  per  day,  or  50.5  grams  per  hour. 
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During  the  rest  experiments,  in  Avhieh  the  subjects  had  as  little 
muscular  activity  us  possible,  there  was  but  little  difference  in  the 
elimination  of  carbon  dioxid  during  the  two  day  and  ffi'st  night  periods. 
In  the  9 experiments  with  E.  O.  the  average  rate  per  hour  during 
these  three  periods  was  37.9,  37.1,  and  36.2  grams,  respectively.  In 
the  experiment  with  A.  W.  S.  there  was  a slightly  larger  amount  of 
carbon  dioxid  eliminated  in  the  ffrst  two  ])eriods  than  in  the  third 
period,  the  rates  being  39.8,  37.1,  and  32.8  grams,  respectively.  In 
the  4 experiments  with  J.  F.  S.  the  elimination  during  the  first  three 
periods  averaged  37,  36.1,  and  31.6  grams  per  hour,  respectively. 
During  the  second  night  period,  when  the  subject  was  generall}' asleep 
for  nearly  the  whole  time,  the  output  fell  off'  with  E.  O.  to  22.3,  with 
A.  W.  S.  to  23.2,  and  with  J.  F.  S.  to  22.3  grams  per  hour.  Not  only 
are  the  averages  with  the  3 men  in  close  accord,  but  the  range  of  valua- 
tion in  the  different  daj's  and  experiments  is  decidedly  narrow  for  all. 
In  the  average  of  the  13  experiments  the  proportion  given  off  in  each 
of  the  four  periods  of  the  da}"  is  28.6,  28.1,  26.4,  and  16.9  per  cent, 
respectively. 

The  elimination  of  carbon  dioxid  in  the  two  day  periods  of  the  work 
experiments  was  more  than  twice  as  large  as  in  the  two  day  periods 
of  the  rest  experiments.  With  E.  O.  the  average  amounts  given  off' 
were  78.4  grams  in  the  ffrst  and  79.5  in  the  second  day  period  when  at 
work,  as  compared  with  37.9  and  37.4  grams,  respectively,  when  at 
rest.  With  J.  F.  S.  the  amounts  averaged  73.6  and  74.7  grams  in  the 
daj"  periods  of  the  work  experiments,  as  compared  with  37  and  36.1 
grams  in  the  corresponding  periods  of  the  rest  experiments.  The 
elimination  in  the  two  night  periods  averaged  with  E.  O.  38.4  and  23.1 
grams  in  the  work  experiments,  as  compared  with  36.2  and  22.3  grams 
in  the  rest  experiments,  the  differences  being  small;  with  J.  F.  S. 
the  amounts  were  practically  identical,  being  31.3  and  22.3  grams  in 
the  work  experiments,  as  compared  with  31.6  and  22.3  grams  in  the 
rest  experiments. 

The  uniformit}’^  in  the  amounts  of  carbon  dioxid  given  off  during 
the  second  night  period  in  all  the  experiments  is  very  noticeable. 
Such  data  may  perhaps  be  taken  as  an  approximate  measure  of  the 
metabolism  of  carbon  in  the  body  of  an  active  healthy  man  when  at  its 
lowest  ordinary  ebb. 


ELIMINATION  OF  ENERGY. 

Measv.Teinents  of  enet'gy. — The  kinetic  energy  given  off  by  the  body 
is  measured  in  these  experiments  as  the  sum  of  three  quantities:  (1)  The 
heat  taken  up  by  the  water  current  in  its  passage  through  the  cham- 
ber; (2)  the  latent  heat  of  the  water  vapor  given  off  by  the  body— i.  e., 
of  the  water  vaporized  b}"  its  heat  and  carried  out  in  the  air  cuiient, 
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due  corrections  l)eing  made  for  water  condensed  upon  the  absorbers; 
and  (3)  the  heat  equivalent  of  the  muscular  work  done. 

In  the  measurements  of  energy  of  income  and  outgo  of  the  body 
the  temperature  of  the  interior  of  the  chamber,  generally  about  20- 
degrees,  is  taken  as  the  basis  for  computetions  of  the  heat  removed  or 
giv°en  off  by  food,  drink,  and  excretory  products  in  the  chamber.'^ 

(1)  The  heat  carried  away  by  the  water  current  includes  (a)  the  heat 
given  off  from  the  skin  by  radiation  and  conduction;  (h)  that  brought 
out  of  the  body  in  the  feces  and  urine  and  given  off  in  the  cooling  of 
these  excretory  products  to  the  temperature  of  the  chamber;  (c)  that 
brought  out  of  the  body  in  the  air,  carbon  dioxid,  and  water  excreted 
by  the  lungs  and  skin  and  given  off  in  their  cooling  to  the  same  tem- 
perature; {cl)  the  latent  heat  of  vaporization  of  so  much  of  the  water 
of  c as  is  permanently  condensed  on  the  absorbers  (mainly  collected  as 
drip  water;;  and  (e)  the  heat  produced  by  the  transformation  of  the 
external  muscular  work.  The  heat  of  cc,  h,  c,  and  e finds  its  way  by 
radiation  and  conduction  to  the  surface  of  the  copper  absorbers  and 
passes  with  that  of  d into  the  water  current  by  which  it  is  carried  out 
of  the  chamber. 

(2)  Although  the  air  current  enters  and  leaves  the  chamber  at  the 
same  temperature,  it  carries  out  more  heat  than  it  brings  in.  The  extra 
heat  carried  out  is  the  latent  heat  of  the  water  vapor  added  to  the  air 
of  the  chamber  by  the  subject.*’  The  amount  of  this  heat  is  learned 
from  the  amount  of  water  vapor  and  its  latent  heat  of  vaporization  at 
the  given  temperature, 

(3)  The  external  muscular  work  is  measured  and  the  heat  equivalent 
calculated.  Before  leaving  the  chamber  it  is  transformed  into  heat, 
which  is  carried  away  by  the  water  current  as  above  stated. 

Enet'cjy  given  off  in  differeixt  ways  as  heat  and  as  external  muscular 
work. — The  average  amounts  of  energ}’  given  off  by  the  body  per  day 
in  the  different  waj^s  are  shown  in  Table  148. 

The  figures  in  the  second  column  are  obtained  b}-  subtracting  the 
sum  of  the  quantities  of  heat  given  off  by  the  feces  and  urine  in  cool- 
ing and  b}^  the  water  in  condensing  on  the  absorbers  and  the  heat 
equivalent  of  the  external  work  d-\-e  above)  from  the  total  heat 
taken  from  the  chamber  by  the  water  current.  Accordingly  they  rep- 
resent the  sum  of  quantities  of  heat  given  off  b}"  the  skin  directly  and 
by  the  product  of  respiration  and  perspiration  in  cooling  to  the  tem- 
perature of  the  room  {a-\-c  above).  It  is  hoped  that  it  will  be  possible 
later  to  make  at  least  approximate  estimates  of  the  latter  quantit}^  and 
thus  show  the  amount  of  heat  given  off  by  the  .skin  alone. 

“U.  S.  Dept.  Agr.,  Office  of  Experiment  Stations  Bui.  69,  p.  20. 

’’The  differences  in  specific  heat  of  the  air  due  to  loss  of  oxygen  and  gain  of  carbon 
dioxid  are  here  assumed  to  be  negligible. 
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Table  148. — Energy  given  off  by  the  body  in  differeiit  ways — Amounts  per  day. 


Subject  and  kind  of  experiment. 

Days 

covered 

by 

experi- 

ments. 

Hea 

By  radia- 
tion and 
con- 
duction. 

Lt  climinal 

In  urine 
and 
feces. 

ed. 

In  water 
vapor- 
ized from 
lungs. 

Heat 
equiva- 
lent of 
muscular 
work. 

Total. 

REST  EXPERIMENTS. 

E.  0.,  9 experiments: 

Calorics. 

Calorics. 

Calorics. 

Calories. 

Calories. 

Minimum 

1,479 

19 

412 

Maximum 

1,835 

56 

71.5 

Average 

33 

1,675 

33 

570 

2,278 

A.  W.  S.,  1 experiment: 

Minimum 

1,710 

30 

4KT> 

? ?‘^6 

Maximum 

1,782 

34 

531 

? 848 

Average  

3 

1,739 

31 

509 

2,279 

J.  F.  S.,  3 experiments: 

Minimum 

1,564 

17 

468 

9 or»5 

Maximum 

1 . 759 

27 

520 

'>  'JaT" 

Average 

9 

1,622 

23 

491 

2,136 

Average  of  13  e.xperiments 

45 

1,669 

31 

550 

2,2.50 

M'ORK  EXPERIMENTS. 

E.  0.,  2 experiments: 

Minimum 

2,045 

17 

1 041 

193 

270 

3 473 

Maximum 

2, 521 

1,560 

4 287 

Average 

H 

2,249 

20 

1,332 

228 

3, 829 

J.  F.  S.,  -1  e.xperiments: 

Minimum 

2, 185 

13 

709 

127 

3, 253 

Maximum 

2,400 

27 

1,240 

277 

3,890 

Average 

12 

2,296 

18 

988 

238 

3,  .540 

.Average  of  6 experiments 

20 

2,277 

19 

1,126 

234 

3, 656 

The  ligures  for  the  heat  given  from  the  urine  and  feces,  as  shown 
in  the  third  column  in  Table  148,  are  calculated  from  the  weights  of 
the.se  excreta,  their  fall  in  temperature,  and  their  specific  heats.  The 
weights  are  found  by  the  balance.  The  fall  in  temperature  is  the  dif- 
ference between  the  temperature  of  the  body  and  that  of  the  interior 
of  the  chamber.  This  difference  averages  about  17  degrees.  The 
specific  heats  are  arbitrarily  assumed,  that  of  feces  being  taken  as  0.9 
and  of  urine  1.0. 

The  figures  in  the  fourth  column  represent  the  latent  heat  of  vapor- 
ization of  the  water  given  off  by  the  lungs  and  skin.  For  the  rest 
experiments  this  water  is  in  general  that  carried  out  of  the  chamber 
in  the  air  current  in  excess  of  that  brought  into  the  chamber  b}'  the 
same  current.  In  a few  rest  experiments,  however,  and  in  all  the 
work  experiments  more  or  less  water  is  condensed  on  the  absorbers 
and  is  not  carried  out  b}^  the  air  current.  The  figures  in  the  third 
column  include  the  heat  given  ofi‘  in  the  conden.sation  of  this  water 
vapor  upon  the  absorbers,  along  with  the  latent  heat  of  vaporization  of 
the  water  in  the  air  current.  The  reason  why  little  or  no  water  was 
■condensed  on  the  surfaces  of  the  absorbers  in  the  rest  experiments  is 
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that  the  teniporatuve  of  the  incoming' Avater  current  was  as  a rule  abov& 
the  dew  point  of  the  air  inside  the  chamber. 

The  tifth  column  shows  the  heat  equivalent  of  the  external  muscular 
work  done  in  the  work  experiments.  It  is  measured  by  the  bicycle- 
dynamo  apparatus  by  Avhich  the  mechanical  work  is  transformed  into 
electrical  energy  and  into  heat. 

According  to  the  figures  of  Table  148,  in  the  45  days  of  the  13  rest 
experiments  the  average  amounts  of  heat  given  off  per  daj^  from  the 
skin  (together  with  that  in  the  expired  air)  was  1,669,  in  urine  and 
feces  31,  and  in  the  water  evaporated  from  the  lungs  and  skin  550 
calories,  making  the  whole  dail}’^  elimination  2,250  calories.  With 
E.  O.  the  range  in  total  heat  eliminated  was  from  2,062  to  2,452  and 
the  average  2,278  calories.  With  A.  W.  S.  the  range  was  from  2,226 
to  2,348  and  the  avereage  2,279  calories.  With  J.  F.  S.  the  range  was 
from  2,065  to  2,297  and  the  average  2,136  calories.  Taking  into 
account  the  experiments  with  all  the  subjects,  the  average  amounts  of 
heat  given  off  in  different  ways  may  be  expressed  in  percentages  as 
follows; 

Table  149. — Percentages  of  total  energy  given  off  from  the  body  in  different  ways. 


Heat. 

In  rest 
experi- 
ments. 

In  work 
experi- 
ments. 

From  skin  by  radiation  and  conduction  (and  in  exhaled  air) 

Per  cent. 
74.2 

Per  ce;i^. 
62. 3 

In  urine  and  feces 

1.4 

.5 

In  water  vaporized  from  lungs  and  skin 

24.4 

30.8- 

Heat  equivalent  of  external  muscular  work  done 

6.4 

Total 

100.0 

100. 0 

Enet'gy  given  o-ff from  the  hody  indifferent  fjeriod^  of  the  day.- 

-Table 

150  summarizes  the  data  for  the  outgo  of  energy  during  the  different 
periods  of  the  day  in  the  13  experiments  covering  45  experimental 
days.  As  in  the  tAvo  previous  tables,  the  figures  for  heat  eliminated 
include  (1)  the  quantity  given  off  from  the  body  and  measured  by  the 
calorimeter;  (2)  that  given  off  in  the  water  vaporized  during  the  same 
periods — i.  e.,  carried  away  from  the  body  in  water  vapor;  and  (3)  the 
heat  equivalent  of  the  external  muscular  work  done.  The  temperature 
of  the  bod}'  and  the  amount  of  material  it  contains  varies  someAvhat 
from  time  to  time."'  It  is  assumed  that  at  the  hour  Avhen  the  experi- 
mental day  begins  and  ends — 7 a.  m, — they  will  be  \'ery  nearly  the 
same  from  day  to  day.  If  they  are  the  same  at  these  times,  the  total 
quantity  of  heat  in  the  body  at  the  beginning  and  end  of  each  experi- 
mental day  Avill  be  the  same.  The  total  quantity  of  energy  given  off 

“In  order  to  obtain  more  accurate  data  regarding  variations  of  bod)'  temperature 
and  corresponding  changes  in  the  store  of  energy  in  the  body  from  hour  to  hour, 
special  apparatus  hsis  been  devised  for  measuring  the  temperature  of  the  body.  See 
Arch.  I’hysiol.  [Pfliiger],  88  (1901),  No.  9-10,  p.  492. 
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from  the  body  during  the  day  will  in  this  case  be  equivalent  to  the 
total  amount  liberated  within  the  bodj^and  will  be  closely  parallel  with 
the  amounts  of  carbon  and  hydrogen  oxidized.  Taking  each  of  these 
four  periods  of  the  da}"  by  itself,  the  dilferences  between  the  amounts 
of  heat  stored  in  the  body  at  the  beginning  and  end  will  probabl}'  be 
larger  than  is  the  case  for  the  whole  day.  For  individual  periods, 
therefore,  the  parallelism  between  the  amounts  of  carbon  oxidized  and 
heat  given  otf  will  hardly  be  as  close  as  for  the  whole  day. 


T.\ble  150. — Heat  f/iven  off  by  body,  including  for  the  work  experiments  the  heat  equiva- 
lent of  the  external  muscidar  work — Amounts  per  day  and  rales  and  jicoportions  for 
different  periods. 


Subject  and  kind  of 
experiment. 

Days  covered  by 
experiments. 

j Total  amount  in 
24  hours. 

Rate  per  hour. 

Proportion  of  total  tor  24 
hours. 

Day  periods. 

Night  periods. 

Aver- 
age 
tor  24 
hours. 

Day  period.s.  Night  periods. 

7 a.  m. 
to 

1 p.  m. 

1 p.  m. 
to 

7 p.  m. 

7 p.  m. 
to 

1 a.  m. 

1 a.  m. 
- 

7 a.  m. 

7 a.  m. 
to 

1 p.  m. 

1 p.  m. 
to 

7 p.  m. 

7 p.  m. 
to 

1 a.  m. 

1 ii.  m. 
to 

7 a.  m. 

REST  EXPERIMENTS. 

. . 

Cato- 

Cato- 

Colo- 

Colo- 

Cato- 

Cato- 

Per 

Per 

Per 

Per 

E.  0.,  9 experiments: 

ri€8. 

ri€8. 

ries. 

ries. 

ries. 

ries. 

cent. 

cent. 

cent. 

cent. 

Minimum 

2,062 

94.5 

90.4 

83.9 

62.8 

85.9 

Maximum 

2,452 

116.6 

124.0 

121.8 

77.8 

102.2 

Average 

33 

2,278 

103.7 

105.0 

101.8 

69.2 

95.0 

27.3 

27.7 

26.8 

18.2 

A.  W.  S.,  1 experiment: 

2, 226 

111.6 

101.6 

91.9 

62.7 

92.8 

2,348 

119.8 

106.9 

94.3 

70.4 

97.8 

.\veragc 

3 

2,279 

114.5 

104.5 

93.3 

67.5 

9.5.0 

30.1 

27.5 

24.6 

17.8 

J.  F.  S.,  3 experiments: 

2, 065 

104.8 

93.5 

80.0 

58.1 

86.0 

2, 297 

119.9 

103.6 

98.7 

64.4 

95.7 

Average 

9 

2,136 

109.0 

98.7 

88.2 

60.2 

89.0 

30.6 

27.7 

24.8 

16.9 

Average  of  13  e.x- 

periments 

4o 

2,250 

10.5.5 

103.7 

98.5 

67.3 

93.8 

28.1 

27.7 

26.3 

17.9 

WORK  EXPERIMENTS. 

E.  0.,  2 experiments: 

3 473 

196.3 

192.8 

108.0 

68.8 

144.7 

4 287 

240. 5 

281,8 

128.8 

79.6 

178.6 

Average 

8 

3,829 

212.2 

231.5 

120.5 

74.0 

160.0 

3i).2 

36.3 

18.9 

11.6 

I.  F.  S.,  -4  experiments: 

3,  2n3 

187.8 

185.5 

89.9 

60.1 

135. 5 

3 800 

939.9 

241.3 

111.0 

70.0 

162.1 

Average 

12 

3,540 

212.0 

216.7 

97.2 

64.2 

147.5 

35.9 

36.7 

16.5 

10.9 

Average  of  6 ex- 

periments 

20 

3, 656 

212.0 

1 

222.5 

106.5 

68.2 

152.3 

34.8 

36.5 

17.5 

11.2 

From  the  quantities  of  heat  given  oft’  from  the  body  in  the  different 
periods  of  the  day,  as  summarized  in  Table  150,  it  will  be  noted  that 
in  the  45  days  of  the  13  rest  experiments  with  E.  O.,  A.  W.  S.,  and 
J.  F.  S.  the  average  amounts  of  heat  given  off  per  hour  in  the  4 suc- 
cessive 6-hour  periods  from  7 a.  m.  to  7.  a.  m.  were  105.5, 103.7,  9S.5, 
and  67.3  calories,  respectively,  the  average  hourly  rate  for  the  whole 
<lay  being  93.8.  The  percentages  of  the  whole  amount  for  the  day. 
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o’iven  oil  in  the  sevonil  periocLs,  iirc  28.1,  27.7,  2b. 3,  and  17.9, 
re.spectively. 

The  average  hourly  rate  for  the  20  days  of  the  6 work  experi- 
ments with  E.  O.  and  J.  F.  S.  was  152.3  ealories.  The  rates  for  the 
dilierent  periods,  beginning'  with  < a.  m.,  were  212,  222.5,  10b. 5, 
and  08.2  ealories.  respeetively.  The  corresponding  percentages  are 
34.8.  30.5,  17.5.  and  11.2. 

It  thus  appears  that  in  the  two  day  periods  in  which  the  subjects 
were  ent>aired  in  active  muscular  exercise  for  8 hours  the  ejuantity  of 
heat  given  off  was  more  than  twice  as  much  as  in  the  corresponding 
periods  of  the  rest  experiments.  In  the  lirst  night  period  the  amount 
per  hour  in  the  work  experiments  was  not  greatl}"  in  excess  of  that  in 
the  rest  experiments  (106.5  as  compared  with  98.5  calories).  In  the 
second  night  period  the  quantities  were  nearly  the  same  (68.2  in  the 
work  experiments  and  67.3  calories  in  the  rest  experiments). 

The  uniformit}"  in  the  amounts  of  heat  given  off  during  the  second 
night  period  calls  for  special  notice.  In  the  rest  experiments  with 
E.  O.,  covering  33  days,  the  range  is  from  62.8  to  77.8  and  the  aver- 
age 69.2  calories  per  hour.  In  the  experiment  with  A.  W.  S.,  covering 
3 days,  the  range  per  hour  is  from  62.7  to  70.4  and  the  average  67.5 
calories.  In  the  12  days  of  the  work  experiments  with  E.  O.  the 
amounts  are  a little  larger  than  in  the  rest  experiments  with  the  same 
subject,  ranging  from  68.8  to  79.6  and  averaging  74  calories  per  hour. 
That  the  elimination  of  heat  during  this  period  is  larger  in  the  work 
than  in  the  rest  experiments  is  perhaps  explained  b}'  the  fact  that 
while  the  subject  was  decidedh'^  tired  at  night,  and  supposed  that 
he  slept  more  soundly  than  in  the  rest  experiments,  he  moved  more, 
and  to  the  observers  outside  the  chamber  he  appeared  more  rest- 
less. In  the  work  experiments  with  J.  F.  S.  also  the  amounts  dur- 
ing this  period  are  slightl}^  larger  than  in  the  rest  experiments,  rang- 
ing from  60.1  to  70  and  averaging  64.2  calories  per  hour.  It  is 
noticeable  that  the  rate  in  the  second  night  period  is  smaller  with 
J.  F.  S.  than  with  E.  O.,  the  ratio  of  the  former  to  the  latter  beingf 
about  the  same  in  both  work  and  rest  experiments. 

From  the  results  obtained  in  the  second  night  periods  in  these  exper- 
iments it  would  .seem  that  from  65  to  70  calories  per  hour  might  be 
not  far  from  representing  an  average  elimination  of  heat  b}-  a healthy, 
active  man  in  the  time  of  minimum  bodily  activity. 

Relation  heUoeen  elimination  of  heat  and  of  carhon  dioxid.—Hho. 
rates  of  elimination  of  heat  and  of  carbon  dioxid  in  the  different  periods 
are  nearly  parallel,  as  will  be  seen  by  comparing  the  tigures  of  Tables 
147  and  150.  Both  the.se  values  in  the  two  day  periods  of  the  wmrk 
experiments  are  largely  in  excess  of  the  similar  values  in  the  same 
periods  of  the  rest  experiments.  The  values  for  both  these  factors  in 
the  .second  night  periods  of  the  same  experiments,  which  was  one  of 
quiet  sleep,  were  small  and  noticeabl}'  uniform. 
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INCOME  AND  OUTGO  OF  ENERGY. 

Perhaps  the  most  interesting  results  of  these  experiments,  both 
because  of  their  novelty  and  because  of  their  bearing  upon  the  metab- 
olism and  the  conservation  of  energ}"  in  the  living  organism,  are  those 
which  compare  the  amounts  of  potential  energy  in  the  materials  actually 
oxidized  in  the  bod\'  with  the  amounts  of  kinetic  energy  given  otf  from 
the  body,  either  as  heat  alone  in  the  rest  experiments  or  as  heat  and 
external  muscular  work  in  the  work  experiments.  In  the  rest  experi- 
ments there  U'as  no  considerable  amount  of  external  muscular  work. 
The  little  that  was  done  would  naturall}^  be  converted  into  heat — as,  for 
instance,  in  the  impact  of  the  foot  upon  the  floor  in  stepping,  or  of  the 
body  upon  the  chair  or  bed  in  sitting  or  Ijdng  down.  The  heat  thus 
imparted  to  the  floor,  chair,  or  bed  would  naturally  find  its  way  to  the 
absorbers,  and  would  thus  be  carried  out  with  the  heat  given  otf  as 
such  bj'^  the  body.  Roughly  speaking,  we  ma}’^  say  that  all  the  poten- 
tial energy  made  kinetic  in  the  bod}^  by  the  oxidation  of  food  and  bod}’" 
material  left  the  body  as  heat.  This  is  shown  by  the  agreement  of  the 
amount  of  heat  given  otf  from  the  body  with  the  heat  of  oxidation  of 
the  material  oxidized  in  the  bod3^  These  datsi  are  summarized  in 
Table  151. 

Table  151. — Comparison  of  income  and  outgo  of  energy  in  19  experiments  covering  65 

experimental  days — Amounts  per  day. 


Subjects  and  kinds  of  experiments. 

Num- 
ber of 
experi- 
mental 
days. 

Net  income 
(potential 
energy  of 
material 
oxidized 
in  body). 

Net  outgo 
(kinetic  en- 
ergy given 
off  from 
body). 

Difference  (in  terms 
of  net  income). 

BEST  EXPERIMENTS. 

Experiments  with  E.  0. ; 

Experiment  in  which  the  net  outgo  falls 
farthest  below  the  net  income  (No.  5); 
average  for  the  whole  experiment 

4 

Calories. 

2,482 

Calories. 

2,379 

Calorics. 

-103 

Per  cent. 
-4.1 

Experiment  in  which  the  net  outgo  is  far- 
thest above  the  net  income  (No.  14);  aver- 
age for  the  whole  e.xperiment 

4 

2,131 

2,193 

4-  62 

+2.9 

Average  for  9 experiments 

33 

2,288 

2,278 

- 10 

- .4 

Experiments  with  A.  W.  S.:  Average  for  1 expert- 
ment 

3 

2,304 

2,279 

- 25 

-1.1 

Experiments  with  J.  F.  S.:  Average  for  3 expert- 
ments 

9 

2,118 

2, 136 

+ 18 

+ .8 

Experiments  with  E.  0.,  A.  W.  S.,  and  J.  F.  S.; 
Average  for  13  experiments 

45 

2,255 

2,250 

— 5 

WORK  EXPERIMENTS. 

Experiments  with  E.  0.:  Average  for  2 expert- 

8 

3,865 

3,829 

- 36 

- .9 

Experiments  with  J.  F.  S.:  .Average  for  4 expert- 
ments 

12 

3,539 

3,540 

+ 1 

0 

Experiments  with  E.O.and  J.F.S.:  Average  for 
6 experiments 

20 

3,669 

3,656 

- 13 

- .4 

Rest  and  work  experiments:  Average  for 
19  experiments 

U5 

2, 690 

2,682 

- 8 

- .3 
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The  iio-ures  for  income  unci  outo-o  of  energy  require  a word  of 
explanation.  A distinction  is  hero  made  between  the  total  income, 
which  is  represented  by  tlio  potential  energy  of  the  food,  and  the  net“ 
income,  which  is  the  energy  of  the  material  actually  oxidized  in  the 
body.  This  energy  of  net  income  is  represented  by  the  available 
energy  of  the  nutrients  of  the  food  (i.  e.,  potential  energy  of  total  food 
less  tiiat  of  the  urine  and  feces)  minus  the  potential  energy  of  the 
material  gained  or  plus  that  of  material  lost  by  the  body  when 
the  latter  is  not  in  nitrogen  and  carbon  equilibrium.  The  total  energy 
of  outgo  would  be  the  kinetic  energy  given  off  from  the  body  in  heat 
and  external  muscular  work  plus  the  potential  energy  of  the  unoxi- 
dized materials  in  the  urine  and  the  feces.  The  net  energy  of  outgo 
consists  of  the  heat  given  off'  and  the  external  muscular  work  done. 
The  balance  of  income  and  outgo  is  best  shown  by  the  net  rather  than 
the  total  quantities.  These  may  be  seen  in  the  table  given  above 
(Table  151).  The  averages  for  the  groups  of  experiments  are  for  the 
number  of  days  covered  by  the  whole  group — i.  e. , they  are  not  aA^er- 
ages  for  individual  experiments. 

It  is  to  be  remembered  that  the  figures  for  net  income  of  energy 
represent  the  heat  of  combustion  of  the  material  actually  oxidized. 
This  material  consists  mainl}^  of  the  available  portion  of  the  food  of 
which  the  amount  and  heat  of  combustion  are  found  by  direct  deter- 
mination. To  its  heat  of  combustion  is  added  that  of  the  material 
lost,  or  from  it  is  subtracted  that  of  the  material  gained  by  the  body. 
The  amounts  of  material  gained  or  lost  are  determined  from  the  gain 
or  loss  of  nitrogen  and  carbon,  and  their  heats  of  combustion  are  cal- 
culated by  the  use  of  factors  based  upon  direct  determinations  of  the 
heats  of  combustion  of  similar  substances.  The  figures  for  net  outgo 
are  the  results  of  direct  experimental  measurement.  In  other  words, 
the  net  income  of  energy  is  mainly  and  the  net  outgo  entirel}^  the 
result  of  direct  determinations. 

A common  usage  is  followed  in  applying  the  term  “potential 
energy”  to  the  energy  latent  in  the  food  and  body  material  oxidized. 
Whether  chemical  energy  would  or  would  not  be  a more  correct  expres- 
sion no  attempt  is  here  made  to  decide.  Ordinary  usage  is  also  fol- 
lowed in  expressing  potential  energy  in  terms  of  heat— i.  e.,  as  cal- 
ories— thus  employing  a unit  of  kinetic  energ}^  for  the  measure.  This 
discrepancy  is  unavoidable,  since  we  have  neither  the  means  for  meas- 
uring potential  energy  as  such,  nor  a unit  for  expressing  such  measure- 
ments if  they  vv^oro  made.  The  use  of  heat  of  oxidation  for  the  meas- 
ure is  especially  appropriate  here,  since  the  energy  is  liberated  mainly 
by  oxidation  and  appears  chiefl}'^  or  entirely  as  heat. 

“The  terms  “total”  and  “net”  here  applied  to  ineome  and  ontgo  of  material  and 
energy  are  used  for  present  eonvenieiiee,  and  may  in  future  reports  be  replaced  by 
mere  satisfactory  expressions. 
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The  comervation  of  energy  in  the  body.  —If  the  law  of  the  conserva- 
tion of  energy  obtains  in  the  living  organism,  the  net  income  and  the 
net  outgo  of  energy  should  be  the  same.  In  such  physiological  experi- 
menting, however,  it  would  be  hardly  fair  to  expect  the  figures  for  the 
two  to  agree  for  each  day  of  a given  experiment  or  for  each  experiment 
as  a whole,  even  if  the  measurements  with  the  respiration  and  bomb 
calorimeters  are  exact.  There  may  be  errors  in  the  estimates  of  the 
amounts  and  heats  of  combustion  of  the  materials  actuall}’^  oxidized. 
Variations  due  to  irregularities  of  the  physiological  processes  of  the 
body  are  unavoidable  and  maj"  materially  affect  the  results.  For 
instance,  the  calculations  assume  that  the  quantities  of  material  in  the 
alimentary  canal  and  of  carbohydrates  in  the  body  as  a whole  are  the 
same  at  the  end  as  at  the  beginning  of  each  day  or  experiment,  whereas 
they  maj'  differ  considerably,  and  the  differences  would  materially 
affect  the  results.  But  it  might  be  hoped  that,  if  the  methods  are 
correct,  these  errors  would  tend  to  counterbalance  one  another  in  a 
series  of  experiments,  and  that,  in  the  average  of  a sufficientlj’^  large 
number,  the  errors  would  thus  be  eliminated,  so  that  the  income  and 
outgo  wmuld  be  very  nearly  the  same. 

Exactly  this  is  the  case  in  the  data  here  reported.  The  variations 
for  individual  days,  and  even  those  for  the  individual  experiments,  as 
shown  in  the  detailed  tables  in  this  and  the  previous  bulletins,  are  not 
inconsiderable,  but  in  the  average  of  all  the  experiments  the  agree- 
ment is  very  close.  Thus,  in  the  33  days  of  the  9 rest  experiments 
with  E.  O.,  according  to  the  figures  for  the  individual  da}’S  the  net 
outgo  varies  from  165  calories  below  to  194  calories  above  the  net 
income.  Expressed  in  percentages  of  net  income,  the  range  here  is 
from  —6.5  to  +9.1  per  cent.  Both  these  extremes  occurred  on  the 
first  days  of  the  respective  experiments.  In  general,  the  results  for 
the  first  day  of  an  experiment  are  found  to  be  less  satisfactory  than 
those  for  the  succeeding  da3^s.  Considering  each  experiment  as  a 
whole,  and  comparing  the  averages  of  the  several  experiments  one 
with  another,  the  range  of  variation  is  less.  Here  the  net  outgo  varies 
from  103  calories  below  to  62  calories  above  the  net  outgo  per  day. 
Expressed  in  percentages  of  net  income,  the  range  is  from  —4.1  to 
+2.9  per  cent.  But  in  the  average  for  the  9 experiments  the  figures 
for  the  net  income  and  outgo  are  practically  the  same,  being  2,288  and 
2,278  calories,  respectively.  In  the  average  of  the  2 days  of  the  rest 
experiment  with  A.  IV.  S.  there  is  a disparity'  of  1.1  per  cent,  and  in 
the  average  of  the  9 days  of  the  3 rest  experiments  with  J.  F.  S.  the 
difference  is  0.9  per  cent.  Taking  the  45  days  of  the  13  lest  experi- 
ments together,  the  average  income  is  2,255  and  the  average  outgo 
2,250  calories;  the  difference  is  0.2  per  cent.  In  the  average  of  the 
8^  days  of  the  2 work  experiments  with  E.  O.  the  net  income  and 
outgo  are  3,865  and  3,829  calories,  respectively,  the  difference  being 
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0.9  per  cent,  and  in  the  average  of  the  12  days  of  the  4 work  experi- 
ments with  ,1.  F.  S.  the  net  income  and  outgo  are  3,547  and  3,540 
calories,  or  a difference  of  0.2  per  cent.  Taking  into  account  the  0 
work  experiments  with  E.  O.  and  J.  F.  S.,  the  net  income  is  0.5  per 
cent  larger  than  the  net  outgo.  The  averages  for  the  65  days  of  the 
19  experiments  are:  Income,  2,691;  outgo,  2,682  calories.  The  dif- 
ference, 0.3  per  cent,  is  far  within  the  limits  of  experimental  error 
and  ph3"siological  uncertainty. 

In  experiments  of  this  kind,  which  represent  only  the  work  of  a 
period  during  which  experience  with  new  apparatus  and  methods  is 
being  accumulated,  individual  discrepancies  such  as  those  above 
recorded  seem  no  larger  than  might  naturally  be  expected.  The 
agreement  of  the  average  results  is  much  closer  than  was  hoped  for, 
and  we  regard  it  as  by  no  means  certain  that  future  averages  will  show 
so  exact  a balance. 

At  the  same  time  it  is  to  be  noted  that  when,  to  the  results  of  the  19 
experiments  here  summarized,  those  of  the  11  others  above  referred 
to  as  published  elsewhere  are  added,  the  agreement  is  almost  absolute. 
The  30  experiments  covered,  all  told,  93  da3^s.  The  average  daily 
income  was  2,719  calories  and  the  outgo  2,716  calories.  It  thus 
appears  that,  with  increase  in  the  number  of  experiments,  the  differ- 
ences due  to  unavoidable  errors  more  and  more  nearly  counterbalance 
one  another. 

The  general  subject  of  metabolism  of  energy  in  the  living  organism 
will  be  more  profitably  discussed  when  data  not  3’et  published  are 
available.  Meanwhile  it  is  safe  to  say  that  the  results  thus  far  obtained 
fall  very  little  short  of  definite  demonstration  of  the  action  of  the  law 
I of  the  conservation  of  energ}^  in  the  living  organism. 
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